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WHY WAIT? 


WHY FUSS? 


WHY FUSS? 


When you can autoclave 


WHY WAIT? 


When you can autoclave in 
half the time . . . in the 
fastest office autoclave ever 


with just the flick of one 
switch . . . with the only 
“‘no-valve”’ autoclave. 


made. 
Write for 
“21 New Features for Dependability” 
describing the NEW 777 SPEEDCLAVE, 
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Thermoden 


now relieve and 
control 
hypersensitive 


dentine with new... 


Whatever the cause of hypersensitivity... 
resorption, faulty occlusion, congenital fac- 
tors and even obsessive brushing... new 
THERMODENT has consistently provided re- 
lief. As an adjunct to office treatment 
THERMODENT offers your patients comfort, 
and freedom in the choice of hot or cold 
foods and beverages. 


THERMODENT Toothpaste employs the 
proven ability of salts—sodium, potassium, 
calcium and magnesium—with the efficacy 
of a mild formalin solution to provide effec- 
tive, pleasant relief and control of distress- 
ing hypersensitivity. 

THERMODENT ensures you the maximum 
use of chair time for corrective procedures 
...relegating the continuous daily treatment 
of hypersensitivity to the patient. Raising 
the pain threshold will facilitate your office 
instrumentation procedures as well. 


THERMODENT Toothpaste is advertised only 


to the profession and is available at all drug- 
stores at $1.00 per tube. 


That. Leeming G Cane 155 East 44th Street, New York 17, N.Y. 


TM. 


Most patients honestly believe they are 
cleaning their teeth more effectively by 
hard scrubbing. Yet, professional men 
are well aware of the serious damage 
which can result. 


The Oral B is an excellent aid to the 
doctor who prescribes gentle care. This 
softer brush is designed for use on both 
teeth and gums without injury. The 
2500 smaller, smooth-top, synthetic 
bristles make thorough cleansing far 
easier and safer. 


Try the Oral B yourself and notice 
how pleasant and gentle it is. We be- 
lieve your patients will be quick to ap- 
preciate the difference. 


In 3 sizes for ALL the family 


TOOTHBRUSH 


ORAL B COMPANY | San Jose, California +» Morrisburg, Ontario 


“= 
4 
|| 
4 
a 
|| 
| 
| 
| 
\PARENTS 
. 


Another 


RINN Radiographic Clinics Win Wide- 
spread Approval 


After more than 18 months of controlled field tests, Rinn has developed 
a series of five clinics in dental radiography as a service to the profession. 
These clinics have met with the enthusiastic approval of dentists, dental 
assistants and hygienists as a significant method of improving and 
advancing radiographic knowledge. Employing the latest and most 
effective training aids, these clinics are educational, authoritative and 
entertaining—containing no element of either commercialism or adver- 
tising. Brought to the profession by Rinn Corporation and its dealers 
throughout the country, these clinics are offered to study groups and 
associations as a service in the interest of improved radiography. 


Here’s What Dentists, Assistants and 
Hygienists Who Attended Pilot Clinics 
Have to Say:* 


“...free of commercialism . . entertaining, educa- 
tional and authoritative.” 


“A very good service rendered to the profession by 
your company.” 


**,.. very interesting and educational. Hoping to attend 
more of your clinics in the future...” 


“Thank you for the valuable help .. . your representa- 
tive acted in a very professional manner without any 
commercial trend and without advertising any special 
products.” 


“I feel that all dentists and personnel working with 
X-Rays would benefit in all respects from clinics such 
as attended by myself and so ably conducted by your 
company.” 


*These letters, and many others, are available for personal inspection by any qualified 
member of the profession. 
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Radiography 


eries of Clinics in Dental Radiography 


A Chair Technique 
B Darkroom Procedure and Error Recognition 
C Dangers and Hazards of Radiation 


Long Cone Technique 


A Pedodontal Radiography 
B Edentulous Radiography 


Extraoral Radiography 


Variable Kv, Ma and How to Use Them 


DOCTOR: 


If you are an officer or program chairman 
of a professional group and would like to 
secure a Rinn Clinic, contact your local 
Rinn dealer or write to Professional 
Clinic & Educational Program Dept., 

Rinn Corporation, 2929 N. Crawford Ave., 
Chicago 41. If not, your program chairman, 
study group head or association officers 
will appreciate your suggestion that they 
secure more information regarding these 
highly informative clinics. 
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Accepted by the American Dental Association 
as Sodium Bicarbonate U.S.P. 


For over 50 years one of 
the leading tooth powders 


? 
FREE Children’s Booklets—We would like to fee 
send you children’s booklets for your waiting Ezy 
room. They are approved by leading educators. 

Just write to us at the address below. if ; 


70 Pine Street ® New York 5, N. Y. 
BUSINESS ESTABLISHED IN 1846 
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Message from the President 


MARJORIE E. THORNTON 
Des Moines, Iowa 


It is my pleasant duty to issue to every constituent asso- 
ciation the Official Call to the convention. 

It is the responsibility of every association to send a delegate to the convention. 
The American Dental Hygienists’ Association is a democratic organization in which 
the full power and responsibility for growth rests with the individual state organi- 
zations. The convention is the time for hearing annual reports, amending by-laws, 
electing officers and studying matters pertinent to the advantage and interest of 
dental hygiene. It is only through the participation of each state and territory, 
through its duly elected delegate, that American Dental Hygienists’ Association can 
reach its highest goal. On Sunday afternoon, immediately following your registra- 
tion, I want you to have the opportunity to meet friends and to become acquainted 
with dental hygienists from other states. DO PLAN to come to the official suite and 
enjoy a cup of coffee and the fellowship. 

The meetings are well planned and the program is a splendid one. You, through 
your delegate, will say what you want the American Dental Hygienists’ Association 
of the future to be. Let us all be represented as we study and plan for American 
Dental Hygienists’ Association. May new vistas be opened up for each one in serv- 
ice, human relationships and friendship. 
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Calculus* 


FRANK G. EVERETT, M.S.,;, D.M.D., M.D. 


Head, Department of Periodontia; Dental School of the University 


of Oregon 


Dental calculus is a calcified material de- 
posited upon the clinical crowns of many 
teeth. It may also be present as a deposit on 
dentures and other dental appliances. Su- 
pragingival and subgingival varieties of 
calculus are distinguished generally. Supra- 
gingival calculus is found most abundantly 
around the lingual surfaces of the lower an- 
terior teeth (1) and the buccal surfaces of 
the upper first molars, corresponding to the 
openings of Stenson’s and Wharton’s ducts. 
Most people have some of supragingival cal- 
culus, some have an enormous amount, and 
some have none. Improper oral hygiene and 
malposition of the teeth predispose to depo- 
sition of this material. Supragingival cal- 
culus is generally of light-yellow color and 
is only moderately hard. Calculi found in 
the ducts of the major salivary glands re- 
semble supragingival calculus in color and 
texture. 

Subgingival calculus is harder, dark- 
brown in color and is found as an incrusta- 
tion on the tooth surface within a perio- 
dontal pocket. Indeed, whenever subgingi- 
val calculus exists, its presence is said to in- 
dicate the depth of the periodontal pocket 
(1a). The following varieties of subgingival 


* Presented at Thirty-second Annual Meeting, 
San Francisco, October, 1955. 


calculus have been described (2, 3, 4): a) 
ring- or ledge-like formations encircling the 
tooth, b) crustaceous deposits having little 
cones or spines, c) a veneer type consisting 
of a thin, glassy-smooth layer of the ma- 
terial, d) finger- or fern-like extensions of 
calculus in the direction of the depth of the 
pocket, e) individual subgingival calculus 
nodules. Subgingival calculus may, of course, 
as the gingiva recedes, become supragingival 
calculus anatomically; in some such cases 
one may find, f) subgingival calculus covered 
with the supragingival variety. 

It can well be imagined what the effect 
of calculus on the adjacent gingiva must 
be. Calculus is a heavily infected, calcified 
material. Just how heavily infected it is, 
some of us have experienced in our own 
selves. When during scaling a piece of cal- 
culus flies into the eye of the operator, a 
purulent conjunctivitis may easily follow. 
May we therefore urge that you protect your 
eyes with glasses during the performance of 
a prophylaxis. 

This heavily infected calculus, lying 
closely adjacent but outside the epithelial 
covering of the body, constantly irritates 
the mucosa. This is similar to the effect of 
an infected sliver under your skin, but 
actually worse, because the sliver is within 
the body and subject to antibodies, phago- 
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cytosis and other defense mechanisms of the 
body. Calculus, on the other hand, remains 
on the outside of the adjacent gingiva which 
reacts to the pressure of the infected sub- 
stance with the formation of a heavily in- 
fected decubital ulcer. 


Theories of formation of calculus 


Supragingival calculus is universally ac- 
cepted to derive its calcium salts from the 
saliva. The majority of authors believe that 
subgingival calculus also is a calcification 
product of the saliva. However, there are 
many that feel that subgingival calculus re- 
ceives its lime salts from the serum of the 
exudate of the periodontal pocket. Notwith- 
standing the considerable amount of work 
done in the attempt to explain the forma- 
tion of dental calculus, complete under- 
standing of this complicated question still 
escapes us. This fact should not discourage 
us. Let us not forget that the mechanism 
of formation of other calculi in the human 
body is not fully understood by our medi- 
cal colleagues either. It should be noted here 
that probably two phases of calculus forma- 
tion should be distinguished, the deposi- 
tion of a matrix, easily removable by brush- 
ing within 12-24 hours (5), and the subse- 
quent gradual calcification and hardening 
of this material. When the chemistry of 
saliva in its relationship to the deposition 
of calculus is studied, a significantly higher 
content of Calcium and Phosphorus is 
found in the saliva of patients who develop 
calculus rapidly, as compared with the 
saliva of those that are free or nearly free 
of calculus deposition (6). No significant 
difference between the two groups seems to 
exist in the total acidity of the saliva. 

The following are some of the most com- 
monly cited theories for the formation of 
dental calculus. Let us first state here that 
saliva is generally accepted to contain 
calcium phosphate ions in a concentration 
very close to the saturation point. If this 
were not so, saliva would dissolve away the 
hard tooth substances. A majority of work- 
ers (7, 8, 9, 10) today feel that calculus 


forms in the following manner: Saliva is 
secreted into the oral cavity. Due to the ex- 
posure to atmospheric pressure and, possi- 
bly, to the carbonic anhydrase (11) of the 
tissues COeg is lost from saliva to air due 
to effervescence; this has to be imagined 
similar but less pronounced to the effer- 
vescence that occurs when opening a bottle 
with pop. During effervescence COg is lost, 
leading to an increase in pH, which ‘a turn 
means alkalinization. At the increased pH, 
the saliva formerly at or near saturation 
point now becomes supersaturated in re- 
spect to calcium phosphate jons, and pre- 
cipitation occurs. 

Others believe that siagnation of saliva 
with decomposition anc. other changes in 
the salivary proteins lea:l to the decrease of 
solubility of calcium sa\ts in saliva which in 
turn causes precipitation of the excess cal- 
cium (5, 12, 13). It is believed that saliva 
contains some calcium salts in chemical 
combination with proteins (5). It is further 
postulated that the solubility of calcium 
salts in the saliva decreases as the proteins 
with which they are combined, dry, settle 
and decompose. The decreased solubility of 
calcium salts in turn causes their precipita- 
tion and enmeshment in the coagulated or 
settled protein material. The stagnation, 
thickening or degradation of proteins might 
occur during deep sleep. These two theories, 
namely the COg theory and the protein de- 
gradation theory, are both classed as “in- 
animate” concepts. Their proponents as- 
sume that calculus formation occurs due to 
the loss of solubility of calcium salts in 
saliva due to physico-chemical events. Un- 
doubtedly, this is a major factor at least in 
the second phase, that of calcification of de- 
posits. 


Another school of thought (14, 15) pro- 
poses that is the action of microorganisms, 
mainly leptothrix and actinomyces found 
in calculus, that is responsible for the for- 
mation of accretions; these authors explain 
calculus formation to be due to decomposi- 
tion of proteins and local alkalinization by 
microbial activity. There are others yet 
(16, 17) that feel that the formation of 
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calculus is due to the action of alkaline 
phosphatase derived from gingival tissue 
extracts or from the microorganisms of 
calculus (18). 

It is impossible at this time to state defi- 
nitely which of these mechanism, if indeed 
any of them, are the most important ones, 
or if perhaps two or more of them operate 
at the same time. Microorganisms play an 
important role at least in that phase of cal- 
culus formation that has to do with the 
attachment of calculus to the tooth (19, 20). 
The dental cuticle may also serve in the at- 
tachment of calculus to the tooth (20). 

Supragingival calculus is laid down in a 
paroxysmal pattern (5); G. V. Black found 
that after heavy meals there was a prompt 
spurt of calculus deposition, and that calci- 
fication was rapid; this heavy deposition 
lasted for several hours. After light meals 
no such spurts occurred. In psychopaths 
the heavy tide of calculus deposition was 
noted to last longer after one heavy meal 
(21). Very heavy supragingival calculus de- 
position is noted in certain metabolic dis- 
turbances as f.i. in some diabetics. That 
endocrine factors may enter into calculus 
formation can also be seen from the fact 
that calculus is rare in childhood. One might 
assume that all the calcium during this pe- 
riod of life is needed by the body for 
skeletal calcification. 

The very difference in the location of 
supra- and sub-gingival calculus, leave alone 
their difference in color, hardness and gen- 
eral character, make these two deposits seem 
fundamentally dissimilar. One has to con- 
sider also the question of the duct calculi; 
they resemble in their physical appearance 
and hardness quite definitely the supra- 
gingival calculus variety. Therefore, these 
latter two concretions are probably funda- 
mentally similar. Subgingival calculus, on 
the other hand, not only differs physically, 
but is sometimes found in the complete ab- 
sence of supragingival calculus and vice 
versa. This makes even less probable any 
assumption of a similarity in the mechanism 
of formation of these two types of dental 
accretions. 


Chemistry, histology, and 
attachment of calculus 


Chemical calculus analysis most widely 
quoted is that of Glock and Murray (22) 
who examined subgingival calculus _pri- 
marily. Their figures are subject to some 
question, however, because these authors 
subjected their specimens to 95 per cent 
alcohol for 14 hours before analysis; water 
content and lipoid content were un- 
doubtedly influenced by this procedure. 
These authors found calculus to be 83 per 
cent inorganic. Philipp, examining supra- 
gingival calculus found 75 per cent inor- 
ganic material (23). Qualitative differences 
between supra- and subgingival calculus 
seem not clearly established. ‘The inorganic 
components of oral calculus consist pri- 
marily of calcium and phosphorus in the 
form of apatites (13, 23), whitlockites and 
brushites (24); some magnesium, carbonates 
and traces of other inorganic elements are 
also found. Thus a pronounced similiarity 
to other calcified structures of our body 
exists as far as inorganic building material 
is concerned. 

In the organic portion we find keratin, 
mucin, nucleoproteins and lipoids as im- 
portant constituents. A certain amount of 
water is also present. 

When examining calculus histologically 
it is apparent that it is deposited in layers 
(12). This observation is in record with the 
paroxysmal character of deposition men- 
tioned before. ‘Thread-like organisms can be 
seen in the superficial, and sometimes, also 
in the deeper layers. These organisms are 
possibly lepothrix, probably actinomyces 
(14). Many varied organisms can of course 
be seen on the surface of calculus; epithelial 
cells and polymorphonuclear leucocytes may 
become incorporated. Together with the 
bodies of the bacteria they form the main 
source of organic material found in these 
accretions. 

The attachment of calculus to the tooth 
is variable. Calculus is sometimes attached 
to the hornified dental cuticle (20); at other 
times it may reach into cracks of the ce- 
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mentum (19). In these latter instances it is 
evident why, after complete scaling and 
polishing, calcified deposits re-form so 
promptly. It is because these extensions, as 
if it were the roots of the calculus, had been 
left behind. Supragingival calculus is fre- 
quently found attached to dentures and 
bridges;* therefore it does not seem neces- 
sary to postulate a specific function for the 
dental cuticle or any other structure of the 
tooth in the attachment mechanism at least 
of supragingival calculus. 


Control of calculus 


Control of dental calculus can be attained 
by two methods. One way is to prevent or 
minimize its formation. The other way is 
the removal of this deposit after it has been 
formed. 

Let us first discuss methods used to pre- 
vent formation. Most important among 
these will, of course, rank proper tooth- 
brushing, mouth rinsing (25) and other 
physical means used by the patient regularly 
and conscientiously in order to remove de- 
posits within the first 12 hours after forma- 
tion, before calcification has hardened them 
sufficiently to resist the action of the brush. 
Moderation in eating and the consumption 
of food containing a sufficient amount of 
roughage are other important ways in which 
calculus formation can be inhibited. 

The chemical action of certain thera- 
peutics has also been recommended for 
these purposes; some of the drugs suggested 
to prevent calculus formation and men- 
tioned in the literature are, hexametaphos- 
phate (26), Mucinase (27), Mylase (28) and 
the chelating agents (29). Sodium hexameta- 
phosphate is a material used industrially to 
prevent scale formation in pipes; it has also 
been used for the removal of kidney stones. 
This material has the ability of forming 
soluble compounds with calcium (go). It 
has been used in preliminary experimental 
work for prevention of calculus and has 
also shown some slight effect toward elimi- 
nation of existing calculus. 


* Not on highly glazed procelaine. 


Mucinase and Mylase 


Mucinase and Mylase and the digestive 
ferment of carica papaya, agents attacking 
protein components of calculus, have been 
suggested and used in preliminary experi- 
mental work on the assumption that mucin 
plays an important part in the attachment 
mechanism of calculus (27) 28), a view 
shared by some other authors (10, 12, 31, 
32); in very limited clinical experiments 
some reduction in the rate of deposition of 
salivary calculus was observed. It should 
be mentioned here that regardless of the 
possible merits of these preparations there 
is some doubt whether mucin is actually im- 
portant in the attachment mechanism of 
calculus. It has been shown (33) that pa- 
tients with dental calculus in general have 
a saliva of low viscosity and mucin con- 
tent, and vice versa. 

The chelating agents are non-acids which 
can form stable, soluble complexes with 
calcium (30). 

Some of these new experimental denti- 
frices in their instruction sheets direct the 
user not to rinse the mouth after having 
applied the particular preparation. May we 
state here that rinsing with water is an im- 
portant part of daily routine dental hy- 
giene; it is relied upon to remove particles 
only loosened by the action of the tooth- 
brush. It is felt that directions on propri- 
etary ‘dentifrices to the effect, not to rinse 
the mouth with water after their use, should 
be disregarded. This particular warning of 
ours applies also to the use of other so-called 
therapeutic dentrifices, namely those claim- 
ing to prevent dental caries. 

It should be emphasized that all of the 
clinical calculus preventives mentioned are 
as yet in an experimental state of investiga- 
tion. 

The second way open for control of cal- 
culus is the removal of the deposits after 
they have been formed. Again the mechani- 
cal approach is the most widely used and 
proved one. Correct scaling and polishing at 
regular intervals is essential. 

Here also many chemicals, so-called cal- 
culus “solvents,” have in the past been sug- 
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gested to the profession. Most of these sub- 
stances offered were nothing more than di- 
lute, and sometimes not so dilute, acids (32). 
As the composition of calculus so closely 
resembles the composition of the other cal- 
cified structures of the tooth, a concomitant 
destruction of the tooth is inevitable when 
acids are applied. Obviously the use of such 
materials is not permissible for operator or 
patient. Of the newer calculus “solvents” 
both Sodium Hexametaphosphate and the 
chelating agents should probably be con- 
sidered skeptically for identical reasons. 

In briefly reviewing then the methods 
available for the control of dental calculus 
it remains evident that we must continue to 
rely firstly on the cooperation of the patient 
in exercising proper toothbrushing, mouth 
rinsing and the other methods of personal 
care for his mouth recommended to him; 
included in such care should be a healthy 
dietary regimen with emphasis against over- 
eating. Secondly, we must continue to ex- 
ecute skillful prophylaxes at regular in- 
tervals of 3 to 6 months, including a polish- 
ing of the entire clinical crown to satin 
smoothness. As yet no proven therapeutic 
agent is available that would successfully in- 
hibit calculus formation or dissolve calcu- 
lus after formation. Several materials, at 
present undergoing experimental and clini- 
cal tests may, at some future time, become 
helpful adjuncts in this field. 
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Cerebral Palsy Fellowship for 


a Dental Hygienist 


IRJA NAPP, B.S., R.D.H.* 


In the fall ot 1954 a new program was set 
up at the Columbia University School of 
Dental and Oral Surgery for training dental 
hygienists to work with the cerebral palsied. 
A very interesting curriculum was organized 
by Dr. S. N. Rosenstein, Director of the 
Cerebral Palsy Dental Program and Dr. 
F. A. Stoll, Director of the Courses for 
Dental Hygienists and a two year fellowship 
was granted by the United Cerebral Palsy 
Association. I was very fortunate in being 
selected for the fellowship. The course for 
the dental hygienists is on the postgraduate 
level. A Bachelor of Science degree in dental 
hygiene is required. A special certificate will 
be granted at the end of the two year course. 

The Cerebral Palsy Dental Program, 
which includes a fellowship and a clinic 
activity was organized by Columbia Univer- 
sity in 1951. It was the first of its kind in the 
world. Every year two dentists are trained 
under the fellowship to work with the 
cerbral palsied and the need was recognized 
for dental hygienists in the field. 

For the benefit of those who might not 
know exactly what cerebral palsy is and how 
it comes about, the following description is 
in order. Cerebral palsy is not a disease, it is 
a condition. The condition is due to a le- 

* Miss Napp is a Cerebral Palsy Fellow in Dental 


Hygiene, Columbia University School of Dental 
and Oral Surgery. 


sion in the brain which causes neuromuscu- 
lar disorders. Damage to the brain and re- 
sulting cerebral palsy may occur at any time 
in life. Most frequently it occurs during 
or shortly after birth. The causes may be 
many, for example, heredity, malformation, 
disease or injury to mother, premature 
birth, lack of oxygen, injury during birth, 
hemorrhage of the brain and incompatibil- 
ity in Rh factor. 

The statistics show that a child with cere- 
bral palsy is born and survives once for each 
568 live births. Every year about 10,000 new 
cases. occur and at present there are about 
600,000 cerebral palsied persons of all ages 
in the United States. 

Depending upon the location of the le- 
sion in the brain types of cerebral palsy are 
recognized. ‘The most common, spastic type 
accounts for 66% of the total. The lesion is 
located in the motor cortex of the brain. 
The condition is marked by hypertonicity 
of muscles and stiffness. 

The lesion in the basal ganglia causes the 
athetoid type which is characterized by con- 
stantly recurring involuntary movement. 
This accounts for 19% of the total. 

The ataxia or third major type of cere- 
bral palsy is caused by lesions in the cere- 
bellum, and is marked by disorders of bal- 
ance and coordination. 8% of total is of the 
ataxic type. 
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The other types are rigidity, tremor and 
mixed which combined account for the re- 
maining 7%. 

In addition to these conditions other con- 
ditions and defects often occur with cere- 
bral palsy. These may be mental deficiency, 
impairments of sight and hearing, speech 
defects, poor swallowing reflexes, drooling, 
etc. 

It is also known that the oral condition 
of these children is poorer than the average 
patients’ not only due to neglect but as a 
consequence of the condition. Malocclusion 
is a rather common problem because of the 
spasticity of the mouth musculature. Teeth 
are often worn down by heavy grinding. 
Because of the functional limitations and 
for convenience the cerbral palsied are 
often given only soft foods which in most 
instances consist mainly of carbohydrates. 
Also toothbrushing can be a very difficult 
task. As a result the oral hygiene is gen- 
erally poor. 

Only a few years ago no special dental 
clinics were in operation for these people. 
When emergencies occurred the cerebral 
palsied were taken to local dentists who, be- 
cause they were not acquainted with their 
problems, were often unable to treat them. 
Out of this need a Cerebral Palsy Dental 
Guidance Council was born in 1948 in New 
York City. Since that time the development 
of dental facilities for the cerebral palsied 
has been stimulated and information re- 
garding their dental care has been presented 
to the dental profession. 

The curriculum for the education and 
training of dental hygienists is still in the 
trying and testing stage but extremely inter- 
esting. The first year was oriented toward 
knowing cerebral palsy by theory, observa- 
tion and practice. The first two months of 
the training were spent with the Post gradu- 
ate Course in Cerebral Palsy for Occupa- 
tional and Physical Therapists at Columbia. 
The course consisted of a series of lectures 
from famous doctors and authorities in the 
field of cerebral palsy and of field trips to 
different in- and out-patient cerebral palsy 
facilities. After this course was completed, 
a regular curriculum followed which in- 


cluded ten and a half hours a week of cere- 
bral palsy dental clinic, four hours of pedi- 
atric cerebral palsy clinic and medical con- 
ference, three hours of oral surgery and 
anesthesia, three hours of neuroanatomy lec- 
ture and laboratory, four hour lectures of 
neurology and psychiatry, two hour con- 
ferences about preventive problems in den- 
tistry for children, four hours of dental 
hygiene clinic and a three hour library 
period. For all the lecture courses written 
examinations were required. For the pedo- 
dontics conference a written report on cer- 
tain material read was required every sec- 
ond week. In cerebral palsy dental clinic the 
dental hygienist assisted at the chair, took 
case histories, learned to use special tech- 
niques and aids for treating these patients 
and gave an occasional prophylaxis. 

The second year of the course was set up 
mostly for clinical practice. One day a week 
is spent treating the children at the St. Giles 
Hospital for the Crippled in Garden City, 
Long Island together with a cerebral palsy 
dental fellow from Columbia University. 
Three half days each week are spent in the 
Columbia University Cerebral Palsy Dental 
Clinic, which in this second year of the 
course actually requires working with these 
children, giving them prophylaxes, tooth- 
brush instruction, etc. Two half days per 
week are spent in dental hygiene clinic. One 
half day is spent in the pediatric cerebral 
palsy clinic with additional time in confer- 
ence. One half day per week is spent taking 


- and developing x-rays for the cerebral 


palsied. Likewise one morning a week is 
spent in oral surgery for which day all the 
cerebral palsied who need extractions are 
scheduled. One half day, at least, is spent in 
library work each week. 

The course has been very stimulating 
and interesting. There is a rewarding feel- 
ing working with these cerebral palsied 
children. As this is the first course of its 
kind in the United States and as these two 
years have been the pioneering years for 
dental hygiene in the field, I sincerely hope 
that it will be continued and my succes- 
sors will carry on that which has been 
started. 
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EDITORIAL ... Shared Responsibilities 


[t has long been our observation that the greatest stim- 
ulus to the growth of dental hygiene has been the fine work done by just a few 
individuals at any one time. Each year has brought one or two achievements which 
strengthen us as an organized group. Our greatest achievements in the past few years 
have been in the area of dental hygiene education which, of course, is basic to the 
ultimate improvement and strength of our profession and our official organization. 
Let’s ask ourselves why the dental hygiene educators have accomplished so much 
in so few years. How have they been able to bring about the accreditation program, 
the many new schools, the better trained faculties? Who has been responsible for 
giving impetus to the achievement testing program; why the sudden interest in 
evaluating course content? Perhaps by analyzing their efforts we can learn how other 
areas of dental hygiene could have the benefit of a similar upsurge. 

As we see it, the marked improvement in dental hygiene education can be traced 
to a few basic movements. The devotion to duty displayed by some of the pioneers 
in this field cannot be discounted. They would be the first to admit that they were 
inadequately trained, that they faced almost unsurmountable obstacles. ‘They were 
merely tolerated by the other schools within the university discipline. They were 
criticized by the dental profession and there were few applicants for openings in 
the classes. But, because they believed in their cause and were able to face their 
problems squarely, they have overcome everyone of these obstacles. They have 
admitted their inadequacies, they have analyzed their difficulties and they have 
arrived at a stage where they are a respected and integral part of the university. 
The educators have organized to the point where they are able to share ideas, and 
even the doubters have begun to realize that problems are never isolated. Problems, 
with few minor deviations, are apt to be the same all over the country. By sharing 
and interpreting ideas they have found that they can reenforce each others thinking 
and action in solving problems. By organized effort they have been able to obtain 
substantial support from the A.D.A. 

When are we going to see this same attack on other areas of dental hygiene? Let’s 
look at public health, for instance. An examination of job standards for dental 
hygienists from one public health agency to another shows such a wide range of 
duties that there is little similarity from one job to another. Qualifications for public 
health dental hygiene are almost non-existent. We still have the one or two-year 
trained individual who cannot understand why she has trouble competing with her 
better trained colleagues in allied professions. We have dental hygienists who are 
trying to tell the classroom teacher how to teach dental health when they have 
never earned one university credit in the field of education. We have dental hygien- 
ists who are attempting to promote the fluoridation of public water supplies who 
know little or nothing about the efficacy of fluoridation and nor can they even 
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interpret the statistics involved in evaluating fluoridation. We have dental hygien- 
ists doing nothing but inspecting teeth of school children and who make no attempt 
to explore and develop the full educational import of such an inspection. Even the 
statistics they gather with their dental inspections are valueless because they do not 
understand statistical procedures. 

Lest we be accused of being long on diagnosis and short on therapy, a few sug- 
gestions to start us thinking might be in order. 

Our first step is to admit our inadequacies. How well trained is the average dental 
hygienist employed by either a Board of Health or a Board of Education? Are the 
objectives of every community program well-defined and carefully evaluated? Is 
there any attempt made to interpret the value of the community approach to dental 
health problems to the practicing dentists? How many community dental programs 
are so entrenched in antiquated practices and bogged down with inadequately 
trained personnel that there is little devotion to duty and no vision toward the 
future? 

We do not pretend to be able to look into the future, but surely anyone with 
even a limited amount of foresight can read the direction in which the signs are 
pointing. Education of the 167,000,000 people in the United States in sound dental 
health practices is going to be a “must” in the future of dentistry. Are we leaving 
this “education” to the makers of dentifrices and the vendors of tooth brushes? Who 
is better equipped to give impetus to the sound, rational and effective approach to 
preventive dental health than our dentists and dental hygienists employed by tax 
supported agencies? We have something to sell—our own ability and ingenuity. We 
can save the people who pay our salaries untold amounts of pain, suffering, ill 
health—yes, and money, too—by helping them learn the way to better dental health. 


BELLE FIEDLER 


Wisdom is knowing what to do next; skill is knowing how to do it, ana 
virtue is doing it. 
David STARR JORDAN 
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Regional Meetings 


DISTRICT V 


The second meeting of the Fifth Trustee District 
of the American Dental Hygienists’ Association was 
held at the Shoreham Hotel, Washington, D.C., 
March 11, 1956. Thirty-four members from Dela- 
ware, Maryland, Virginia, West Virginia and the 
District of Columbia registered, and many more at- 
tended the various activities of the Post-Graduate 
Clinics of the District of Columbia Dental Society. 

Carole Freed, Trustee of the Fifth District, pre- 
sided over the business session. We were privileged 
to hear an inspiring talk presented by Marjorie 
Thornton, President, A.D.H.A. Miss Thornton 
stressed the value of getting along with others as 
being a greater factor in success than ability, and 
she also brought out the individual’s responsibility 
to one’s organization, if that organization is to suc- 
ceed. 

Doctor George Zurkow, Wilmington, Delaware, 
presented a most informational paper on “Problems 
of Pain in Dentistry.” 

Reports from each state were read by the State 
President or her representative. 

Carole Freed impressed upon us the importance 
of choosing a Trustee at the National Meeting as 
her term will expire in October. We in this district 


have been most fortunate to have Carole Freed 
represent us as Trustee. During her term in office 
she has inaugurated the Annual Trustee Meeting, 
two states, Maryland and Virginia have been or- 
ganized, and Alaska’s constitution has been sub- 
mitted for approval. Carole has our deep apprecia- 
tion. 

At the close of the business meeting we attended 
the reception by the Dental Society for the ADA 
President, who was represented by Doctor Harry 
Lyons, President-Elect of the ADA. In the evening 
some of the members had dinner in the Palladium 
Room of the Shoreham Hotel. 

The program presented the opening luncheon on 
Monday, also projected clinics, lectures, and com- 
mercial and scientific exhibits. On Tuesday the 
Dental Hygienists’ Association of the District of 
Columbia scheduled their Luncheon. Rev. Gilbert 
Harke, of Catholic University, was the speaker, and 
his subject “The Drama” was most enjoyable. On 
Wednesday the Fashion Shop Luncheon preceded 
the table clinics. 

We are looking forward to our next year’s meet- 
with pleasure. 

RutH VICTOR 


DISTRICT VI 


Headquarters: Carolina Inn, Chapel Hill, North 
Carolina 

Scientific Sessions: University of North Carolina 
Dental School 

Co-chairman: Alberta Beat and Emma Mills 


Saturday, March 3 As quite a few had arrived 
by the afternoon, we enjoyed a quick dutch dinner 
at the “Porthole.” That evening was spent at the 
theater enjoying the performance of the Carolina 
Playmakers production of “Seventeen.” 

Sunday, March 4 10:00-12 noon: The members of 
the North Carolina Dental Hygienists’ alumnz 
entertained with a coffee in the Club Room of 
the Carolina Inn. Registration took place at this 
time also. 


12:00 noon; A dutch treat lunch was served in 
the Carolina Inn Cafeteria, 

2:00-4:00: Conference Session, School of Den- 
tistry, 

The Second Meeting of District VI was called to 
order by Miss Emma Mills, Trustee of District VI 


Martha Stimson gave the invocation, Miss Mills 


welcomed us to the University of North Carolina, 


She also expressed our thanks to Miss Alberta 
Beat and the other North Carolina girls who had 
helped to prepare for this meeting. We were 


pleased to have present with us our National Presi- 
dent, Miss Marjorie Thornton and Executive-Secre- 
tary, Miss Margaret Swanson. 

Alberta Beat moved that a Secretary be appointed 
by the Chairman for each meeting. Mary Ann 
McIrvin volunteered to act as Secretary for this 
meeting. 

Letters were read from Miss Sarah Hill and 
Donna Duncan inviting this group to have its 
next district meeting at the University of Tennes- 
see in 1958. Edith Wolfe moved that we accept the 
invitation of the University of Tennessee. Ann 
Ragsdale seconded the motion. Motion was carried. 

Alberta Beat moved that the Committee Chair- 
manship be given to Sarah Hill for the next bi- 
annual meeting of District VI and that she ap- 


point her committees, Edith Wolfe seconded the 
motion, Motion was carried, 

A registration count of twenty-seven was an- 
nounced, 


Edith Wolfe suggested that a collection be taken 
to send flowers to Dean Brower who was seriously 


il, Alberta Beat said that a surplus amount was 


already present to cover this amount, Flowers were 


sent by the group to Dean Brower. 
Emma Mills suggested that each person take 
back to her state some thought concerning the 
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HYGIENISTS ATTENDING THE BIENNIAL MEETING OF DISTRICT VI, AMERICAN DENTAL 
HYGIENISTS’ ASSOCIATION, IN CHAPEL HILL, NORTH CAROLINA 


First row, left to right: Miss Marjorie Thornton, President, A.D.H.A.; Miss Janie Hooks, Florida; Miss Ann 
Ragsdale, Georgia; Dr. Mary Morgan, Georgia. Second row: Mrs, Alice Grady, Florida; Mrs. Audrey 
Schmitt, Nashville; Miss Mary Alice Brown, Nashville; Miss Edith Wolfe, Louisiana. Third row: Miss 
Bernice John, Alabama; Mrs. Nancy Horton, North Carolina; Miss Janice Lee, Florida; Miss Trudy Sin- 
nett, Alabama, Director of D.H. University of Alabama; Miss Galbaugh; Miss Alberta Beat, Director of 


Dental Hygiene, University of North Carolina. 


vacancy of the Trustee of District VI. Emma Mills 
had been appointed to serve until October 1956 
due to the illness of Nancy Horton who had been 
elected as Trustee at the Miami National Meeting. 

Miss Marjorie Thornton, ADHA President was 
introduced by the Chairman. A most interesting 
talk was given by Miss Thornton on the “Pleasing 
Personality.” Marjorie urged each of us to partici- 
pate actively in our organizations—local, state, dis- 
trict and national. 

4:00-5:00: The North Carolina Dental Hygienists’ 
Association entertained at a delightful cocktail 
party at the Carolina Inn. A unique restaurant 
called the “Ranch House” was the setting for a 


delicious smorgasbord dinner, Unusual serving 
plates of wood and center skillet hot plates were 
used, 


Monday, March 5, 10:00 A.M.: Miss Alberta 
Beat, director of the Dental Hygiene Department 
of the University of North Carolina School of 


Dentistry, introduced Dr, W, W, Demetitt, Ast 
Dean of the School of Dentistry, and head of the 


Pediodontic’s Department. He welcomed us to 


the University of North Carolina Dental School 
and to Chapel Hill. 
An informative scientific program followed. 


Dr. Joseph Burkett’s talk on “Real Dentistry for 
Little People” stressed the idea of treating the 
child as a little person, not as just another patient 
or thing. He also gave to us many ideas in handling 
the difficult child by using voice control, praise 
and individual attention. 

Dr. Robert Sager, Associate Professor of Path- 
ology, spoke on “Caries Control.” He reviewed for 
us the action of the bacteria which cause caries 
and some of the aids used in destroying these bac- 
teria. 

“Doctor My Tooth is Killing Me” was the subject 
of Dr. Kenneth Sugioka’s lecture on anesthesia. He 
stressed that every office should have an oxygen 
nachine, a barbituate and ephedrine in the office 


it all times for emergency uses, 

Dr, Stuart J. G, Everard gave us helpful tips on 
instrument sharpening during his lecture on 
"Twice The Work with Half the Effort.” 


Pictures were taken bythe school and a copy wa 
to be sent to each of us gratis, 


We each said our adieus and good wishes and 


departed for our various states in the south east, 

carrying many new ideas of dental hygiene and 

happy thoughts of new and renewed friendships. 
Mary ANN Mclevin, Acting Secretary 
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7:30 A.M. 


10:00 A.M, 


11:00 A.M. 
11:00 A.M. 
1:30 P.M. 
2:30 P.M. 
3:30 P.M. 
7:00 P.M. 
8:00 A.M. 
9:30 A.M. 
9:30 A.M. 


10:30 A.M. 


1:00 P.M. 


8:30 A.M. 
9:30 A.M. 
1:30 P.M. 
2:30 P.M. 


4:00 P.M. 


8:30 A.M. 


Thirty-Third Annual Meeting, 
Hotel Dennis, Atlantic City, 
New Jersey 


TENTATIVE PROGRAM 


SATURDAY, SEPTEMBER 329, 1956 
Meeting of the Board of Trustees 


SUNDAY, SEPTEMBER 1956 
Meeting of the Board of Trustees 
Registration—Mahogany Room 
President’s Reception—Garden Lounge 


MONDAY, OCTOBER 1, 1956 

Conference Breakfast for Officers, Delegates—Ozone Suite—Alternate Delegates 

State Reports 

First General Session—St. Denis Room 

Presiding: Miss Marjorie Thornton, President American Dental Hygienists’ Association 

Greetings: Dr. Francis Herz, 1st Vice President, American Dental Association; Mrs. Roderick 
Raabe, New Jersey Dental Hygienists’ Association 

Response: Mrs. March Fong, President-Elect American Dental Hygienists’ Association 

Memorial Service: Miss Ione Jackson, Chairman Necrology Committee 

Address: Miss Marjorie Thornton, President American Dental Hygienists’ Association 

First Meeting of the House of Delegates—St. Denis Room 

Pedodontia, Dr. Henry Wilbur, Louisville, Kentucky—Garden Lounge 

“Diagnosis and Treatment of Cancer of the Mouth.” Dr. Fred A. Henny, Detroit, Michigan— 
St. Denis Room 

“The Importance of Using Aptitude Tests and Achievement Tests on Dental Hygiene Students.” 
—St. Denis Room. Dr. Shailer Peterson, American Dental Association 

“Community Co-Ordination for Dental Health.” Dr, J. M. Wisan, Philadelphia, Pennsylvania— 
St. Denis Room 

Social Function (to be announced) 


TUESDAY, OCTOBER 2, 1956 
Conference Breakfast—Ozone Suite 
Meeting of Reference Committee of the House of Delegates—Studio Room and Card Room 
Periodontia, Dr. Clarke Chamberlain, Peoria, Illinois—St. Denis Room 
“Protective Diets or Dentures.” Dr. Dorothea F. Radusch, Minneapolis, Minnesota—St. Denis 
Room 
Presidents’ Luncheon—North European Room 


AFTERNOON FREE 


WEDNESDAY, OCTOBER 3, 1956 
Second Meeting of the House of Delegates—St. Denis Room 
Table Clinics 
“Early Recognition of Malocclusion.” Dr, Frank Lamons, Atlanta, Georgia—St. Denis Room 
“Integrating the Dental Hygienist into the Office Team.” Dr. John Woehler, Sierra Madre, 
California—St. Denis Room 
“Dental Hygiene—1956”—Panel Discussion—St. Denis Room 


THURSDAY, OCTOBER 4, 1956 
Third Meeting of the House of Delegates 
Election of Officers 
Installation of Officers 
Adjournment—St, Denis Room 
Meeting of the New Board of Trustees 
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ADHA Group Income Protection 
Insurance Plan Pays Substantial 
Cash Benefits to Members 


The ADHA Group Income Protection In- 
surance Plan recently completed its first 
year of successful operation with substantial 
cash benefits having been paid to a con- 
siderable number of disabled members. 

The program was designed to provide 
eligible members with insurance against the 
loss of income in the event of disability due 
either to sickness or accident. By taking ad- 
vantage of the Association’s collective pur- 
chasing power, this protection is available 
at costs which are as much as 30 to 50 per 
cent lower than those usually required for 
individual policies. Through group pur- 
chase, we are able to gain advantages both 
as to rates and conditions of coverage 
which could not be had under individual 
policies. 

This program should be considered a 
vital part of the economic security program 
of the dental hygienist, a service made 
available only to ADHA members. It pro- 
vides for up to one year of weekly cash 
benefits during periods of disability due to 
accident, and up to one year of weekly 
cash benefits in the event of disability re- 
sulting from sickness. Such benefits com- 
mence with the first day of disability due to 
accident and the eighth day for loss of time 
caused by sickness, and paying for any of 
the first seven days spent in a hospital]. Sub- 
stantial benefits are payable for accidental 


death and dismemberment, and medical 
treatment for non-disabling injuries. 

Among the outstanding features of the 
program is the provision that no member 
will be refused the renewal of his policy 
certificate as long as the ADHA Plan is con- 
tinued in force by the Association and the 
insurance company, and as long as pre- 
miums are paid while an Association mem- 
ber is in active practice up to the next 
premium due date after the seventieth 
birthday. 

House confinement is never required to 
collect disability benefits. The only exclu- 
sions are military service, war, operating an 
airplane, suicide, and pregnancy. Sports 
and recreations are fully covered, as well 
as professional duties. Benefits never de- 
crease because of age. 

Because of the wide geographical spread 
of the membership and to spare members 
from time-consuming personal solicitation, 
the enrollment effort has been conducted 
almost entirely by mail. Uninsured mem- 
bers have recently received further descrip- 
tive material in order that all members 
understand the benefits provided and the 
purpose for ADHA sponsorship of the pro- 
gram. 

Since this is the only officially sponsored 
group insurance program of the Associa- 

(Continued on page 165) 
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Is Your Attitude Showing? 


Most of us are very proud to call our- 
selves dental hygienists; and most of us 
try hard to be a real credit to the profes- 
sion. However, over a period of time, 
dental hygienists as a whole, have been 
under fire from the dentists, the auxillary, 
and the public. It has been mostly in regard 
to negligence and laxity. 

A poor impression created by some few 
hygienists reflects upon the entire profes- 
sion. It is up to each one of us to uphold 
our professional pride. 

Sometimes any one of us may need a lift, 
to keep from slipping into that old rut. 
Self-improvement is important in our per- 
sonal life, as well as in our professional life. 

Are we remaining status-quo, or are we 
progressing? The following questionnaire 
is a self-test for you alone. 


Questions: 
1. Do you greet your fellow workers and 
your patients cheerfully? 
2. Do you cultivate and practice tact? 


3. Do you keep your conversation with 13. 
patients non-personal? 14. 
4. Is your voice well modulated? 15. 
5: How good a dental health educator 
are you? 
6. (a) Are you organized and methodical 
in your work? 16. 
(b) Do you use a systematic procedure? 
(c) Do you make purposeful use of the 
appointment time? 
7. Should a dental hygienist in private 17. 


practice be expected to help with other 


office duties when she has free time? 


. Whose responsibility is it to: 


(a) make sure her office and cabinets 
are clean? 

(b) make sure her instruments are 
clean and sharp? 

(c) keep a weather-eye on the recalls? 

(d) help pinch hit if the assistant or 
secretary is ill? 


. How do you look? 


(a) Clean, fresh uniform everyday? 
(b) Shoes polished and shoe laces clean? 
(c) Clean, well groomed hair? 
(d) Are you uncluttered, with: 
unnecessary jewelry, 
bright nail polish, 
excessive perfume, 
sticky or pungent hand lotion? 


. Do you remember your daily shower 


and deodorant? 


. Do you consider the patient the most 


important person in the office? 


. Do you keep abreast with current den- 


tal research? 

Do you brag about your income? 

Are you happy doing dental hygiene? 
Have you recently read the Code of 
Ethics, page 17-18, in the Constitution 
and By-Laws of this Association? Or 
do you still have your copy? 

Are you incensed when the _profes- 
sionalism of dental hygiene is ques- 
tioned, but then do nothing to earn 
such a classification? 

What have YOU given to your profes- 
sion of dental hygiene? 
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Share-An-Idea 


Out of the Mouths of Babes 


During one of my routine classroom 
periods in a second grade the following in- 
cident happened. Perhaps you have used 
it; if not, it is really worth a try. 

We had talked about the proper way to 
brush our teeth and were discussing when 
to brush them. The question had arisen 
as to what we could do after lunch during 
the school year. One little boy raised his 
hand and when called upon to speak he 
said, “I always bring a round toothbrush.” 

The other children looked lost. I asked 
if anyone knew what David meant. No one 
seemed to be able to guess. So very proudly 
David told them he always carried an 
apple and ate it last. 

Since that incident the “Round Tooth- 
brush” is always part of my talk—not only 
in the classroom but also at the chair. 


The Positive Approach 


At our recent State convention Dr. Fred 
Miller, one of our luncheon guests, cited 
the following incident. 

He has a particularly good patient, age 
nine, who has beautiful teeth with little 
tooth decay. Before she left his office he 
told her that since she was such an easy 
patient to work on and seldom had a cav- 
ity he wanted her to go home and eat all 
the candy, cake, ice cream, and drink all 
the soft drink she could and not to brush 
her teeth after eating. Then he knew it 
wouldn’t be long before she was back with 
lots of tooth decay. 

The father of the child met Dr. Miller 
recently and asked what he had done. The 
child was refusing to eat candy or sweets 
in any form and was most conscientious 
about taking proper care of her teeth. 

Perhaps the positive approach will do 
what the negative one has failed to do. 

BEATRICE WATKINS 
Hummelstown, Pennsylvania 


Reaching Young Children 


I work mostly with small children—kinder- 
garten, first and second grade. Very often we 
have tongue trouble and I have found a good 
way to distract them. I tell them that there is 
a gremlin in their mouths by the name of 
Pushy, and I suggest that they send him home. 
Or you might tell them that they watch out 
that he is trying to sneak in the back door or 
the window. You just use your imagination 
and say all kinds of things. (If anyone is 
outside listening, they will probably think you 
have lost your mind—but who cares if it 
works ?) 

I also give sodium fluoride treatments in 
second grade. Instead of telling the children 
that I am going to put cotton in their mouths 
to keep their teeth dry, I usually tell them that 
we are going to play a game called “Stuffing 
the Turkey.” I use a timer and we pretend to 
put them in the oven to bake. We bake differ- 
ent things at each session. The different seasons 


of the year will present new things to bake. 
The children really look forward to their 
treatments which to me seem so very dull at 
times. 
MurieL AGNEw DunForpD 
Johnstown, Pennsylvania 


Trick or Treat Fun! 


Alice Anderson, Washington, D.C., sug- 
gests that with the usual toothsome goodies dis- 
pensed on Hallowe’en, enclose your choice of 
juvenile toothbrush (plus paste if you can 
afford same) and the following jingle: 

The germs that give you toothache trouble 
Are very, very fond of sweets; 

So use your toothbrush on the double 
Every time you eat your treats. 

Strangely enough, children are still delighted 
with the gift of that onerous tool the tooth- 
brush, and you gain the respect and admiration 
of the neighborhood mothers with the gesture. 
Just try it! 
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Hotel 
reservation 
application 


97th Annual Session 
American Dental 
Association 

Oct. 1-4, 1956 
Atlantic City, N. J. 


INSTRUCTIONS: Reservations for hotel 
accommodations may be secured for 
Atlantic City, N. J., by completing this 
application and mailing it to: A.D.A. 
Housing Bureau, 16 Central Pier, Atlan- 
tic City, N. J. 


Be sure to indicate your arrival time in 
Atlantic City. Reservations will be held 
only until 6 “ee of the day you indicate 
when you will arrive in Atlantic City un- 
less special arrangements are made with 
the hotel. 


Names of all persons who intend to 
— the accommodations must be 
listed on the application. 


List four choices of hotels. Confirmation 
will be sent to the applicant indicating 
which hotel has accepted the reservation. 


Write the A.D.A. Housing Bureau in 
Atlantic City if you wish to cancel the 
reservation. 


A.D.A. HOUSING BUREAU ¢ 16 CENTRAL PIER, ATLANTIC CITY, N. J. 


(Please print or type) A.D.A, 
Applicant: 
Name 

(Street address) (City) (Zone) (State) 


a.m. 


Arrival in Atlantic City 


p.m, Leaving. 


Accommodations: 
Hotel Hotel 
(First choice) (Third choice) 

Hotel Hotel 

(Second choice) (Fourth choice) 
(7 Single occupancy, rate to range from $ to$ per day. 
Double occupancy, double bed, rate to range from $_____ to $____per day. 
(-] Double occupancy, twin beds, rate to range from $ to$ per day. ) belisted below 
_] Suite of. JOOMS, including parlor, rate to range from $ to$ per day. 


Occupants: (use an extra page for listing additional names if necessary) 


Room will be occupied by: 


Name) Address) 


City) (State) 


(Name) (Address) 


(City) (State) 


THE JOURNAL OF THE AMERICAN DENTAL 


! 
i 
= 
| 
' 
' 
| 
} 
1 
1 
: | 
| 
! | 
| | 
| 
136 


MASSACHUSETTS AVE. 


PACIFIC AVE. 


Hotel Single 
Breakers............ $5.00-11.00 
St. 6.00-10.00 
Morton........ 6.00- 9.00 
Clarendon........... 5.00- 6.00 
6.00-11.00 
NEW YORK Holmhurst........... 
Colton Manor........ 7.00-10.00 
ILLINOIS AVE Haddon Hall......... 7,00-11.00 
10 Chalfonte........... 7.00-11.00 
11 5.00- 8.00 
3 11A Carolina Crest. ...... 5.00- 7.00 
12 Penn-Atlantic........ 
5.00-11.00 
14 New Belmont. ....... 4.00- 5.00 
15 Mayflower........... 6.00-11.00 
1G 5.00- 6.00 
17 Columbus........... 
18 Lexington........... 5.00 
20 Monticello........... 4.00- 5.00 
21 Richfield-Boscobel.... 4.00- 6.00 
23 6.00- 8.00 
24 Kentucky............ 3.50 
25 Madison............ 6.00-12.00 
26 Traymore........... 8.00-22.00 
28 Claridge............. 7.00-15.00 
30 Eastborne........... 5.00- 8,00 
31 Runnymede......... 4.00- 7.50 
| 32 Marlborough-Blenheim 7.00-10.00 
7.00-12.00 
34 Shelburne........... 6.00-16.00 
36 Ritz-Carlton......... 6.00-18.00 
37 Ambassador......... 8.00-18.00 
4.00- 7.00 
40 President........... 5.00-10.00 


Double 


$ 7.00-18.00 
8.00-14.00 
8.00-12.00 
7.00 
8.00-14.00 
7.00- 8.00 
9.00-14.00 
8.00-14.00 
10.00-23.00 
10.00 -23.00 
8.00-14.00 
7.00-10.00 
7.00-10.00 
7.00-16.00 
6.00-10.00 
8.00-14.00 
7.00-10.00 
6.00- 8.00 
6.50- 8.50 
7.00 
6.00- 8.00 
8.00-10.00 
8.00-12.00 
6.00- 7.00 
7.00-14.00 
10.00-24.00 
11.00-19.00 
8.00-12.00 
7,00-11.00 
6.00-10.00 
10.00-20.00 
10.09-22.00 
10.00-22.00 
8.00-22.00 
10.00-22.00 
7.00-16.00 
6.00-10.00 
8.00-18,00 


Suite 


Room with Parlor 


$24.00-28.00 


28.00 


36.00-44.00 


18.00-30.60 


28.00 


20.00-45.00 
36.00 


26.0-40.00 
35.00-45.00 
39.00-50.00 
35.00 

20.00-45.00 
24.00-30.00 


19.00-24.00 


ATLANTIC CITY’S STREETS ARE 13 BLOCKS TO THE MILE INSTEAD OF THE USUAL8, 
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News From The Schools 


New York COMMUNITY COLLEGE 


The forty-one seniors in the Dental Hygiene De- 
partment of the New York City Community College 
of Applied Arts and Sciences received their caps 
at a ceremony held in the college on Friday after- 
noon, April 27, 1956. The main speaker was Dr. 
Roscoe Brown of the Department of Health Edu- 
cation at New York University. 

Miss Diane Cargulia, an alumna of the New 
York City Community College, welcomed the class 
into the New York City Dental Hygiene Associa- 
tion. Congratulatory speeches were delivered by 
Dr. Mabel Gross, head of the Dental Hygiene De- 
partment, and Dr, Otto Klitgord, President of 
the College. Miss Joan Freeman was presented with 
the coveted Stevenson’s Award of the New York 
State Dental Society. 

The students presented a “Last Will and Testa- 
ment” commemorating the many teachers under 
whom they had studied for two years. Several musi- 
cal selections were rendered by the class and by 
the college choir, 

The highpoint of the program was the capping 
of the members of the class. Then followed an 
impressive candle-lighting ceremony, after which 
the students repeated the Dental Hygiene Pledge. 

As part of the workshop phase of the course in 
Health Services in Schools, the third term students 
of the Dental Hygiene Department of the New 
York City Community College participated in a 
community health survey. This survey was spon- 
sored by the Fort Greene District Health Com- 
mittee of the Brooklyn Tuberculosis and Health 
Association in cooperation with the Department 
of Health, City of New York, with the objectives 
of bringing information of Health and Welfare 
Services available in the Fort Greene District and 
also to ascertain the health needs of the families in 
this district. 

The students were assigned specific districts and 
paired with male students from Long Island Uni- 
versity. They were, in preparation for this assign- 
ment, briefed in technics necessary for this type of 
Health Survey with specific concentration upon 
principles of interviewing. Two instructors from 
the College, one from the Social Science Depart- 
ment, and one from the Dental Hygiene Depart- 
ment, participated in this survey in the field in 
order to assist the students and so make this as- 
signment one as a learning situation. 

Education-wise this was a valuable experience 
for the students in that they were able to identify 
themselves practically as health educators in the 
public health field in a project which was a demon- 
stration of the close relationships between private 
and public health services, 


FARMINGDALE 


Dr. Josephine E. Luhan, head of the Department 
of Dental Hygiene at the State University of New 
York Long Island Agricultural and Technical In- 
stitute at Farmingdale, will retire August gist, and 
plans to move to St. Petersburg, Florida. 

Dr. Luhan, who came to Farmingdale in 1948, 
has been a practicing dentist and active in that 
field for more than forty years. 

During Oral Hygiene Week in 1914, her real 
work with underprivileged children began. It was 
then she inaugurated a campaign to familiarize 
mothers and children with the need of oral hy- 
giene for health. This yeoman service attracted 
so much attention that the Charitable Organization 
Society invited her to start a Yorkville District Dis- 
pensary in the Lenox Hill Settlement House in 
New York City. 

Other important positions she has held, include: 
Dental Staff member of Bellevue and Allied Hos- 
pitals, Metropolitan Life Insurance Company, Mid- 
town Hospital —with Dr. Theodore Blum, Abra- 
ham & Straus Department Store in Brooklyn, Ed- 
win Gould Foundation for children in New York 
and Community Health Service. 

Dr. Luhan was appointed to the Dental Hygiene 
Department at Columbia University to work under 
Dr. Albert Stevenson in July 1921. After his sudden 
death in August, Dr. Alfred C. Fenes and Dr, Van 
Woert, who was Dean of the Dental School at 
Columbia University at that time, recommended 
Dr. Anna V. Hughes from Forsyth Dental Clinic 
to succeed Dr. Stevenson full time. Dr. Luhan and 
Dr. Hughes worked together until February 1943 
as Professor and Assistant Professor of Dentistry 
at Columbia University. 

Dr. Luhan’s record in her profession is illustrious 
in that it portrays vivid years of research and she 
is often called a pioneer in her work. Before World 
War II, she surveyed dental clinics abroad and 
during the war worked for the Office of Strategic 
Services in Washington and for the Coordinator 
of Inter-American Affairs for the interchange of 
students. 

A few of her dental and club affiliations are the 
Zonta Club in which she has held many offices. She 
was selected to act as Official Observer to the 
United Nations for Zonta International for two 
years. She is now a Life Member of the American 
Dental Association, First District Dental Society 
and New York State Dental Society. She is also a 
member of the Association of American Women 
Dentists, Association of Women Dentists of New 
York, Association of Dental Alumni of Columbia 
University, and honorary member of the Long 
Island Zone Dental Hygiene Teachers Association. 
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Dr, Luhan possesses a key of Omicron Kappa 
Upsilon, making her a member of the National 
Dental Honorary Society, only woman member at 
present in New York from Columbia University. 

In Farmingdale, Dr. Luhan started with nine 
students in 1948 and has an enrollment now of 
seventy-six students which could have been more 
but for lack of facilities. Under her directorship, 
the school was accredited by the American Dental 
Association in 1954. 


EASTMAN SCHOOL FOR 
DENTAL HYGIENIST 


Class Officers: President, Kay Higgins, Glens 
Falls, New York; Vice-President, Adeline Lombardo, 
Rochester, New York; Secretary, Camille Buffo- 
mante, Corning, New York; Treasurer, Janice Bus- 
ler, Theresa, New York; Social Chairman, Carol 
Warn, Plattsburgh, New York. 

Prior to our leaving school last year our class 
decided to start a “Big-Little Sister” program with 
Janice Busler as chairman. 

The purpose of the “Big-Little Sister” program 
was to acquaint the in-coming freshman with 
their life as a student at Eastman School for Dental 
Hygienist, Rochester, New. York. In many cases, 
since most of the in-coming freshmen were from 
out of town, an additional purpose of the “Big- 
Little Sister” program was to acquaint each in- 
coming freshman with her new surroundings and 
her new way of life away from home. 

In the latter part of the summer each member 
of our class received the name and address of her 
“Little Sister.” 

School opened on September 19, 1955, and for 
the first time we met our little sisters face to face, 
although many of us knew our little sisters quite 
well through correspondence. 

At the Eastman Dental Dispensary on September 
28, 1955, we held our “Welcome” buffet dinner in 
honor of our little sisters. A skit, “This Is Your 
Life,” was presented by Anne Hartung of Orchard 
Park, New York; Carol \. irn of Plattsburgh, New 
York; Joan Sanders of Saskatchewan; Marcia Gray 
of Carthage, New York; Barbara Stone of Utica, 
New York; Kay Derouin of Watertown, New York; 
Lola Hassler of Palmyra, New York; Lorraine 
Kowalski of Amsterdam, New York and Janice 
Busler of Theresa, New York, for our honorary 
guest—the freshman class; Dr. Vann, our principal; 
and Miss Pankiw, dental hygiene instructor. 

On December 10, 1955, a semi-formal dance, 
“Winter Wonderland,” sponsored by both classes, 
was held at the Chatterbox Club. Dr. Vann; the 
director of Eastman Dental Dispensary, Dr. and 
Mrs. B. Bibby and other members of the faculty 
were invited. 

Both classes were asked to pick two girls to 
represent their class on the Junior Red Cross In- 
tercollegiate Council. Sue Meunier of St. Peters- 


burg, Florida, and Joan Sanders of Saskatchewan 
volunteered as the senior representatives. 

White school blazers, school pins and rings and 
white sweat shirts with purple lettering, “Eastman 
School For Dental Hygienist,” were ordered by 
members of our class. 

An athletic Club was established by Shirley Roes 
of Beaver Falls, New York and Carol Warn of 
Plattsburg, New York, for any seniors interested. 

Prior to our Christmas vacation the school gave 
its students a Christmas Dinner. Dr. Vann; Dr. 
and Mrs. B. Bibby; Miss Pankiw; Miss Quigley; 
and Reverand Butayne, pastor of the Dutch Re- 
formed Church were invited. The students pre- 
sented Dr. Vann with a Pendelton Auto Robe as a 
Christmas present. 

On January 21, 1956, the Junior Red Cross In- 
tercollegiate Council sent girls to entertain the 
patients at Samson Air Force Base Hospital and 
the four senior representatives were: Joan Sanders, 
of Saskatchewan; Marcia Gray of Carthage, New 
York; Roberta Rogers of Springfield, Massachusetts 
and Barbara Stone of Utica, New York. 

Since many of the seniors enjoyed singing, a 
Glee Club was established under the leadership of 
Marian Eggleston of Cooperstown, New York. 

On February 23, 1956, the Junior Red Cross 
Intercollegiate Council held a variety show at the 
Monroe County Home and many of the girls 
ushered. Janice Busler of Theresa, New York and 
Joan Sanders of Saskatchewan represented the sen- 
ior class —as ushers. 

On April 28, 1956, a spring semi-formal dance, 
“Rapsody in Blue,” was sponsored by both classes. 

May 8, 1956, at Genessee Park, the freshman 
class honored the senior class with a picnic. 

A senior class banquet was held prior to gradua- 
tion in June. 

Once a month there is a meeting of the Eastman 
School For Dental Hygienist Newman Club under 
the leadership of Father Wars of Corpus Christi 
Parish. 

For eight consecutive weeks, five members of 
the senior class—Goldie Hewitt of Baker Mills, New 
York; Shirley Roes of Beaver Falls, New York; Ro- 
berta Rogers of Springfield, Massachusetts; Lorna 
Erickson of Lawrenceville, Pennsylvania and Jo- 
anne Sutton of Cameron Mills, New York, attended 
classes sponsored by Civil Defense and became 
Second Class Civil Defense Workers. 

All of the above girls except one received addi- 
tional training for Civil Defense and became First 
Class Civil Defense Workers, 

Instruction for both the Civil Defense courses 
was carried on by two registered nurses who had 
previously taken the prescribed courses. 

The senior class had decided to establish a Class 
Alumni Association to meet every five years. Sybil 
Harris of Rochester, New York; Marian Eggles- 
ton of Cooperstown, New York and Camille Buffo- 
mante of Corning, New York, are the co-chairmen. 
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NORTHWESTERN UNIVERSITY 


April was an eventful month for the dental hy- 
gienists at Northwestern University, Chicago, with 
the Senior. banquet, freshman capping and spring 
formal being the highlights. 

On April 18, the freshmen dental hygienists 
honored the seniors at a turkey banquet followed 
by entertainment and the presentation of purple 
ribbons to the future June graduates. 

Capping of 29 freshmen hygienists took place 
on Sunday afternoon in the lounge at Abbott 
Hall. The guest speaker was Dr. George W. Teu- 
scher, dean of the dental school, whose topic was 
“The Role of the Dental Hygienist in Community 
Life.” Each of freshmen was capped by _ her 
senior “Big Sister,’ and in concluding the pro- 
gram, the seniors sang “Our Best To You” to the 
freshmen. Soloists for the occasion were Billie 
Pope, singing the “Twenty-third Psalm” and 
Beverly Thompson, singing “The Lord’s Prayer.” 
Accompanist was Sharon Slechta. Following the 
ceremony refreshments were served to about 200 
parents, friends and relatives of the hygienists. 

The Spring formal took place on April 28 at 
the Belmont Hotel. In spite of the stormy night, 
the event was enjoyed by all. 

The climax to the year’s activilies was gradua- 
tion, held on June 18 on the Evanston Campus. 
The 25 members of the graduating class will then 
be practicing dental hygiene as distant as the 
four corners of the United States. 

DorotHy SCHOLZ and GLENDA OBERSCHMIDT 


OHIO STATE 


Here at Ohio State University the Dental Hy- 
giene department is located on the third floor of 
the Dental Building. We are a part of the modern 
new medical center just west of the main campus. 
Our quota for each class is sixty girls, but we are 
hoping eventually for a two floor addition to our 
building which will give the dental hygiene de- 
partment more facilities for a larger quota in each 
class. 

Activities are a major part of college life, and as 
individuals and classes we have participated in 
many. On April 7th the senior girls took part in 
Nursing Careers Day. High school girls all over 
Ohio who are interested in medical careers visited 
the University. They were conducted on_ tours, 
watched skits and asked questions relating to the 
various medical and health fields. Dental hygiene 
received a very fine response. Our Dental Post Col- 
lege Assembly followed on April 18th and 1gth. 
The senior dental hygiene girls worked on different 
projects relating to the work a dental hygienist 
cai do to assist her dentist. This workshop was 
conducted in our third floor laboratory. Many 
former members of the College of Dentistry re- 
turned and enjoyed these. projects. 


April 26th a tea was given by the Columbus 
Dental Hygienists’ ssociation for the members of 
our senior class, This event was held at the Ohio 
Union. 

Nor is the senior class without beauty. Marla 
Klinker reigned as Sweetheart of Sigma Chi and 
was also a member of the May Queen Court at 
O.S.U. Pat Blackburn won the honor of Figi Girl 
of 1956. 

Not to be forgotten is the Freshman class. Ann 
Gilmore was a member of Mirrors and now of 
Chimes, national activities honoraries for sopho- 
more and junior women respectively. Martha Klein 
has been a member of Chimes and was recently 
elected to Mortar Board, national activities honor- 
ary for senior women of the University. Gloria 
Napier was a member of the Independent Sweet- 
heart Court and the Miss Redhead of O.S.U. court 
sponsored by Phi Mu Delta. 

Zeta chapter of Alpha Kappa Gamma, the pro- 
fessional Dental Hygiene sorority, has had a busy 
year. Its members have had parties with the dental 
fraternities, a spring formal, and a Founder’s Day 
Banquet. Just recently they elected new officers. 
These officers are Nancy Tooley, president; Barbara 
Marth, vice-president; Jane Sue, secretary; and 
Marsha Moore, treasurer, Also in April new mem- 
bers were initiated. Alpha: Kappa Gamma spon- 
sored a recognition banquet on May 17th for all 
seniors in dental hygiene. At this banquet recogni- 
tion was given to those who maintained a high 
scholastic average, and for the outstanding girl of 
Alpha Kappa Gamma. In the future, the members 
plan to improve upon and add to their program 
of welfare work. 

On May 2oth came the all important day of 
capping. Dr. Hamilton G. B. Robinson was the 
speaker and this ceremony was held at the Ohio 
Union. At this time, the Freshman girls received 
their caps and the senior girls their lavender bands. 
Following capping, there was a tea at the Ohio 
Union in honor of parents and students. 

A picnic was enjoyed May 28th by our senior 
girls. It was held on the banks of the Scioto, and 
was given by Dr. Wise who is Director of Dental 
Hygiene at O.S.U. 

Senior girls took the Ohio State Dental Board 
from June 14th to 16th, The results are expected 
shortly after July 4th. At last we’re ready to prac- 
tice. 


MARQUETTE UNIVERSITY 


Our branch of the Junior American Dental Hy- 
gienist Association has been beneficial to all of us, 
both educationally and socially. It has brought 
us closer together as classmates and friends, and 
has made us realize our opportunities as a united 

oup. 

Membership is open to both first and second 
year students. The offices of President, Secretary, 
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and Treasurer are reserved to second year girls; 
the Vice-Presidency is held by a first year girl. 
A Board of two first year and two second year 
students helps govern the organization. 

Our group at Marquette University has always 
been recognized on campus. Like all other campus 
organizations, our club has a faculty moderator, 
who is present at all meetings and activities. 

Some of our functions include: a “Get Acquainted 
Tea,” held the first week of school in honor of 
the freshmen; the sending of representatives to 
the Chicago Mid-Winter Dental Convention and 
also to the Wisconsin State Dental Convention; 
and an educational meeting which features a 
graduate dental hygienist as the speaker, This last 
event has proven itself to be the most interesting 
of activities. 

Finally, and the most gala event of all, is the 
annual tree trimming party held in the dental 
clinic. There is always singing, refreshments and, 
of course, the decorating of the huge thirty-five 
foot Christmas Tree which stands in the dental 
clinic, 

All in all, we have enjoyed being a member of 
the Junior ADHA but look forward to bigger and 
better things when, on one of those “more memora- 
ble” days, we finally will be admitted to the 
American Dental Hygienist Association, 

JEAN VANDE HEI 
JANET GARSKE 


UNIVERSITY OF MICHIGAN 


Before entering the School of Dental Hygiene 
at the University of Michigan all the girls must 
have at least two months of assisting in a dental 
office. These two months offer much valuable ex- 
perience and also a chance to get acquainted with 
the dental profession. During these two months, 
most of the girls have a chance to do some assist- 
ing at the dental chair, helping with x-rays, acting 
as a receptionist, and observing the new techniques 
and methods of the dentist. It is a wonderful 
chance to meet patients and to learn to work with 
them. Most of the girls find these months of assist- 
ing very helpful when they enter Dental Hygiene 
and find that it stimulates their interest in the 
dental profession. 

Without a doubt, the work done in clinic is one 
of the most enjoyable and rewarding parts of our 
curriculum. At the beginning of our second se- 
mester, we were asked to purchase regulation uni- 
forms, white hose, and white shoes (the quiet 
kind!) This purchase marked the onset of three 
semesters’ work in the clinic. We wore our uni- 
forms whenever we worked in the clinic, or when 
we assisted in the various departments. The clinic 
gave us our first real feeling of being an integral 
part of the dental school. Each first year girl was 
assigned to share a desk, chair, and unit with a 
second year hygienist. The desks were very spa- 


cious, having a large unfolding tray at the top, two 
deep drawers, and a cabinet at the bottom. The 
upper tray contained our instruments. To avoid 
confusion, Junior girls kept their instruments on 
the right, while the Seniors kept theirs on the left. 
In the drawers and shelves were the towels, sup- 
plies, tray covers, and other items necessary for a 
practicing hygienist. Since the first year hygienists 
were in the clinic on Tuesday and Thursday after- 
noons, and the second year hygienists practiced on 
Monday, Wednesday, and Friday afternoons, no 
problem was created concerning the use of the 
units. Each girl took individual pride in keeping 
her work place spotless. Our shining units revealed 
the secret of a reciprocal agreement between the 
first and second year girls to clean the cuspidors 
and polish the desks and chairs at least once a 
week. As for actual practice, we had our own pa- 
tients to whom we gave prophylactic treatments 
and topical sodium fluoride applications. Two 
patients were scheduled for each girl in the after- 
noon. To have their prophylactic work completed, 
the patients were required to make two successive 
appointments. The clinic gives the student hygien- 
ist a chance to observe the many abnormalities 
and diseases she has heard about in lectures. Also 
connected with our clinical work were the assign- 
ments made to special dental school departments. 
Assisting in these departments such as sterilization, 
periodontia, endodontia, oral surgery, and examina- 
tion room offered us practical experience that can 
be put to later use in a dentist’s office. The average 
length of time spent in these departments is four 
afternoons within a two week period. 

The fourth semester seemed to be the tie for 
the many loose ends of our dental knowledge, and 
it served to boost our professional integrity. One 
of the unusual courses of this semester was Bac- 
teriology of Dental Caries in which we learned to 
take cultures and count plates of lactobacilli. Be- 
sides the routine dental clinic experience, a unique 
opportunity was opened to the senior hygienists. 
For a two week period, two girls spent Wednesday 
and Friday afternoons in the oral surgery depart- 
ment at the University Hospital. We were supplied 
with our own operating room and equipment. The 
patients ranged from stretcher to chair-side cases. 
Most of the stretcher cases were from the polio 
ward, and giving them a prophylaxis was a very 
interesting and profitable experience. We were 
scheduled with two patients an afternoon, and 
also had an opportunity to observe some of the 
oral and plastic surgery cases there. 

One of the highlights of the Senior year was 
the annual Capping Ceremony, given by the 
Junior Hygienists in honor of the graduating 
Senior class. The first Capping Ceremony was 
given in 1948, and the Seniors were so appreciably 
enthused about the event that it has become an 
anticipated program each year since then, This year 
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Country-wide 
Activity 


District I 


Maine 


After a two month recess, we convened in March 
at the Columbia Hotel in Portland, Maine, for an 
interesting two-session meeting. We were all de- 
lighted to greet our guest speaker, Miss Louise 
Hord, and hear about her trip to the National 
Convention in California. 

Miss Hord touched briefly on topics of speakers 
she heard at the meeting. We were most interested 
to hear of the differences she noted between the 
dental hygienists in the eastern part of the country 
and those in the western section. 

Our after dinner speaker was Dr. Raymond 
Malone, President of the Maine Dental Society. 
Dr. Malone gave us many helpful hints on how 
to improve our association. 

We were made aware of our various busy com- 
mittees during the business session. The first draft 
of the brochure on dental hygiene is well on the 
way, and we have welcomed several new members 
this year. 

The April meeting was held at the Eagle Hotel 
in Brunswick, Maine. Our guest speaker was Dr. 
Edward Peaslee who presented picture slides which 
he had taken on his trip as an alternate delegate to 
the California convention. Among his slides were 
those of expertly photographed scenes of San 
Francisco, western farmlands, prairies, and famed 
Disneyland. Since our President could not be 
with us, Dorothy Bryant presided over a short 
business meeting. 

At the time of the May meeting, we had with 
us, Dr. E. Hoch, Psychologist from the Veteran’s 
Hospital at Togus, Maine. His paper was an inter- 
esting and witty one, depicting the drives of hu- 
man beings. He also displayed pictures drawn by 
patients, and he explained the motives which 
were responsible for che drawings. Our business 
meeting was spent .argely discussing our brochure 
which we hope to have printed and distributed 
in the secondary schools this fall. 

The Annual State Dental Convention was held 


again this year at the Samoset Hotel in Rockland, 
Maine, the 2ist and 22nd of June, 1956. We were 
invited to join the dental society in many of their 
activities, whch include a clambake, barn dance 
and banquet. In the first session we were greeted 
by Dr, Raymond Malone, President of the Dental 
Association. The panel “What’s New In Nutrition” 
includes the following speakers: Dorothy Wood- 
cock, from the State Department of Health and 
Welfare; Gertrude Griney, from the State Depart- 
ment of Education; and Katherine Briwa from the 
University of Maine Extension Service. The speak- 
ers talked to us on recent nutritional developments 
based on questions sent in by members. 

The second session “The Role of the Dental 
Hygienist in Dental Health Education,” was pre- 
sented by Miss Edna Bradbury, our new trustee 
from District I. We joined the dental society in 
hearing Dr. Seidenberg of Boston, Massachusetts, 
speak on “Hypnosis in Dentistry,” something new 
to all of us. 

Dr. Paul Losch, of Harvard Dental School was 
our Friday afternoon speaker on,” “Children’s 
Dentistry.” The finale of this informative session 
was the Maine Dental Society Banquet, to which 
we were all invited. 

CHERYL ANDERSON 


Massachusetts 


The Thirty-Fifth Annual Meeting of the Dental 
Hygienists’ Association of Massachusetts was held 
in conjunction with the Massachusetts Dental So- 
ciety on May 7, 8, 9, 1956 at the Hotel Statler in 
Boston, under the guidance of Miss Barbara 
Schulze. 

On Monday evening, the Board of Councilors 
met for its Annual Meeting, and the readings of 
the annual district reports. 

Tuesday and Wednesday included registration, 
commercial exhibits and the Dental Society open 
sessions. Tuesday morning was devoted to two 
highly informative and interesting lectures. The 
first was a film strip entitled, “The Extra Ingredi- 
ent,” which was a colored presentation describing 
the history and manufacture of dental radiographic 
film. Emphasis was placed on the proper process- 
ing procedures for obtaining optimum dental 
radiographs. Dr. A, James Kershaw of West War- 
wick, Rhode Island, presented the second lecture, 
which was a summary of the course, “Practice 
Administration,” for members who were unable 
to attend the Educational Course held in March, 
1956. Dr. Kershaw then followed the lecture with 
a workshop session forum, with the speaker acting 
as moderator. Participants in the forum group 
were: Pauline Brine, June Range, Lillian Nee, 
Yvette Lemoge. Dr. Kershaw shared with us many 
of his office management techniques. 

The Annual Business Meeting and election of 
officers was held on Tuesday afternoon, with 
greetings extended to us from the Dental Society 
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by Dr. Arno M. Bommer, President of the Massa- 
chusetts Dental Society. During this meeting a 
memorial service for Miss Ann Wiltshire Buchanan, 
our beloved colleague, was conducted by Louise 
Hord. Ann was a Past-President of the state so- 
ciety, and a life-member of the association. The 


newly elected officers are: President, Barbara 
Schulze President-Elect, Dorothy Bourdeau; Vice- 
President, Grace Bagdoian; Secretary, Olga C. 
Laganas; ssistant-Secretary, Shirley Whipple; 
Treasurer, June Range; Assistant-Treasurer, Mar- 
guerite Prioli; Editor, Margaret Mahoney; Regis- 
trar, Louise Hord. Following the installation, the 
annual address was given by our out-going Presi- 
dent, Adelaide O’Brien, who gave us some con- 
structive suggestions for the coming year. After 
receiving the gavel, our newly elected President, 
Barbara Shulze, presented the Past-President’s pin 
to Adelaide O’Brien. Our best wishes to Barbara 
for a very successful year. 

Many of us enjoyed our social event, “Night at 
the Pops,” held at Symphony Hall. 

On Wednesday morning, through the courtesy 
of the Dental Society, many of our dental hygienists 
were able to share with the dentists the informa- 
tive lecture presented by Dr. Manuel Album, of 
Philadelphia, Pennsylvania who spoke on, “Dentis- 
try for the Difficult and Hard to Manage Ciild.” 

The favors and beauty of the colorful pastel 
spring flowers, added to the atmosphere of our 
President’s Luncheon held at the University Club. 
Our speaker, Mr. Gilbert E. Merrill, presented a 
stimulating lecture on ‘Science Is Fun.” Mr. Mer- 
rill is Assistant Director of Education at the Mu- 
seum of Science, Boston. He discussed the Mu- 
seum’s role in science education in New England. 
He illustrated the audio-visual approach, by way 
of demonstrations, for bringing about interest in 
science for the young and old, scientists and non- 
scientists. 

The theme chosen for our clinic, “The Hygien- 
ist, AM to PM,” concluded our program with a 
display of scalers, polishing agents, and other items 
pertaining to Oral Hygiene. Recall systems and 
radiographs were exhibited by the committee un- 
der the capable leadership of Shirley Whipple. 

Congratulations were extended to our conven- 
tion chairman, Barbara Schulze and her co-workers 
who toiled so enthusiastically and most efficiently 
for our well-attended and enjoyable Thirty-Fifth 
Annual Convention. 

OLGA LAGANAS 


New Hampshire 


The New Hampshire Dental Hygienists’ Associa- 
tion held their spring meeting at the home of Mrs. 
Betty Bailey, in Concord. Officers for the coming 
year were elected and will be installed at the 
annual meeting in June. 

The following is our new slate of officers: Presi- 
dent, Dixie Soukaris, Dover; Vice-President, Char- 
lotte Durette, Manchester; Secretary, Doris Pratt, 


Manchester; Treasurer, Virginia Noonan, Man- 
chester; Registrar, Cynthia Dowe, Concord. 

Plans were arranged for the annual convention 
to be held in conjunction with the New Hamp- 
shire Dental Society, on June 24, 25, 26, 27, 1956. 
We will convene this year at the Hotel Farragut, 
Rye Beach, New Hampshire. Dixie Soukaris of 
Dover, has arranged an interesting program, in her 
role as Convention Chairman. 

MARY FALVEY 


District II 
Rhode Island 


Many of our plans for this quarter had to be 
postponed, because of the suddenness and severity 
of the March blizzards, 

In May we were entertained at the home of Jay 
Rice Moody, D.M.D., of Newport Rhode Island. 
Dr. Moody is a noted child specialist and collector 
of antique automobiles. His subject was, “Touring 
England in A 1913 Lozier.” Some of the members 
took advantage of Dr. Moody’s invitation to ride 
in one of the antique cars, 

A food sale will be held the month of June at 
one of our downtown department stores. 

Plans are now being arranged for a “Home- 
Bridge,” to be held the month of September, 1956. 
Each member will sponsor two tables, provide 
refreshments, and distribute prizes. The prizes will 
be distributed by the association, to the guests. 
It will be a fine opportunity to enjoy an evening 
at home with our families and friends, and at the 
same time provide funds for our treasury. 

BARBARA BROWN 


Connecticut 


The Connecticut Dental Hygienists’ Association 
held its Forty-First Annual Meeting at the Hotel 
Statler, Hartford, Connecticut, May 2, 3, 1956. 

Following the business meeting on the first 
morning, Dr. Marvin Mogil, New Haven Connecti- 
cut, spoke on, “Oral Allergy, Its Implication and 
Control.” 

Among our guests at the luncheon were; Mrs. 
Irene Newman, the first hygienist; Dr. Harold 
Hillenbrand, Secretary, of the American Dental 
Association. Mr. Clarence T. Hubbard, was the 
luncheon guest speaker, who presented, “‘Construc- 
tive Optimism.” This discussion was focused on 
supplying the guests with laughter and inspiration. 

The afternoon session reviewed a professional 
film, “A Verbal History of Dental Hygiene,” which 
was a recording and movie of Mrs, Irene Newman. 
Also, we enjoyed a discussion by the Committee 
of Public School Dental Hygienists, entitled, “Prob- 
lems of the Public School Dental Hygienists.” 

Following our business meeting and installation 
of officers, on Thursday morning, a panel discussion 
viewed, “The Responsibilities of the Dental Hy- 
gienists.” Participants were: Dr. Norman Feitelson, 
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Dr. Howard McLaughlin, Dr. Guy C. Kirby, Dr. 
Benjamin Patur. The doctors are all members of 
the Connecticut Dental Association. Miss Ethel 
Swimmer moderated the panel discussion. 

The afternoon session was left open to tour the 
Newington Home for Crippled Children. 

Marcia Turshen, our Hartford reporter, writes 
that they are at present planning their annual out- 
ing and election of officers. 

The Bridgeport group has just awarded its first 
annual scholarship to a Fairfield County Dental 
Hygiene student. The award was made to Miss 
Nancy Kirmayer, Stamford, Connecticut, a student 
at the Fones School of Dental Hygiene. 

We held a buffet supper on June 20, 1956, at 
the University of Bridgeport, for the girls who 
took the Connecticut State Board Examinations. 
This affair was so successful last year that the 
membership voted to make it an annual affair, 

BEVERLEY JANE 


District III 


New York 


The Thirty-Sixth Annual Meeting is now history 
and we are once more looking back on a very pleas- 
ant meeting in the city of our gracious hostess, 
component of Syracuse, New York. As anticipated, 
a most interesting meeting attracted many of our 
members and the social occasions found a pleasant 
intermingling of our friends and loyal supporters 
from the State Dental Society, as well as our sister 
group, the Dental Hygiene Teachers’ Association. 
However, we are especially indebted to those of 
the Dental Society who so willingly added immeas- 
urably to the scientific sessions of our meeting. 

On Wednesday, May 16, 1956, Ann Kotsubo 
handed the gavel of the Presidency to Carol L. 
Howe, and the newly elected officers, and Executive 
Board Members were duly installed by the Trustee 
of District III, Cecile Rosenthal. The officers are: 
President-Elect, Mildred Wates; Vice-President, 
M. Louise Seaman; Corresponding-Secretary, Janice 
Hall; Recording-Secretary, Marion Mauer; Treas- 
urer, Ruth Wyman. The Executive Board Members 
are: Agnes Knapp, Alice Hinchcliffe, Ann Kotsubo, 
Elinore B. Schmidt, Elsie Scott. 

Our meeting was saddened by the news of the 
sudden and untimely passing of Loretta J. Bowen. 
Loretta was employed in the School System in 
Binghamton, New York, at the time of her death, 
and the loss of her twenty-eight years experience 
as a dental hygienist will be especially felt by the 
Sixth District component. 

We enter our thirty-seventh year, four-hundred 
and seventeen members strong, confident that it 
will prove progressive not only to our own mem- 
bers but for the entire Dental Hygiene Associations, 
and pledge loyal support to all who work for this 


goal. 
MARION L. HOWELL 


District IV 


New Jersey 


The Annual Meeting of the Dental Hygienists’ 
Association of New Jersey was held April 22 to 23, 
1956 at the Hotel Traymore, Atlantic City, New 
Jersey. The meeting was held in conjunction with 
the New Jersey Dental Society’s Eighty-Sixth An- 
nual Meeting. 

The meeting opened with a business meeting, 
called to order by our President, Mary E. O’Hal- 
loran. The following committees reported: Dental 
Health, Registry, Liaison. 

Two table clinics were presented. One clinic was 
moderated by students of Temple University School 
of Oral Hygiene, the title of which was, “Pedodon- 
tics and the Hygienist.” The second. clinic was 
presented by students from Fairleigh Dickinson 
College, School of Dental Hygiene. This clinic con- 
cerned, “Office Practice and Management.” At the 
completion of the clinics, a film was viewed on 
“Dental Health.” 

Luncheon was served in the Belvidere Room at 
the Traymore Hotel, after which the installation 
of officers followed. Those installed were: Presi- 
dent, Margaret Kennedy; Vice-President, Anne 
Cronin; Secretary, Mary Ann Hanlon; Treasurer, 
Marie Johann. 

Dr. James G. Van Nostrand, Chairman, Sub- 
Committee to Promote Careers of Dental Hygiene, 
New Jersey State Dental Society, gave an excellent 
paper on, “Vocational Guidance in Dental Hy- 
giene.” 

MARGARET KENNEDY 


Pennsylvania 


The Pennsylvania State Dental Hygienists’ As- 
sociation, Inc., Annual Meeting, was held at Har- 
risburg, Pennsylvania, April 1956. The membership 
attendance topped all previous years. The very 
full schedule proceeded as arranged for three days 
and it necessitated planning with the best of man- 
agement, and a minimum of dawdling to attend 
all the sessions of speakers, meetings, luncheons 
and social events. 

Three table clinics were presented as follows; 
“Topical Application of Sodium Flouride,” by 
Marjorie Henne of the Reading and Berks County 
component society; “Dental Health in the York 
Public Schools,” by Mary Dick and Ada Gladfelter. 
of the Harrisburg component society; “Dental 
Health Train,” by Julie Eckstein, of the Western 
Pennsylvania component society. 

A candle-light installation ceremony was held 
for the new officers. This ceremony was instituted 
during the Presidency of Beatrice Watkins. The 
following is the slate of officers for the coming 
year: President, Nancy Waldeck; President-Elect, 
Louise Coira; First Vice-President, Dorothy Clark; 
Second Vice-President, Margaret Lingenfelter; Third 
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Reading left to right: Miss Nancy Waldeck, 
President, Pennsylvania State D.H.A., Inc.; Mrs. 
Ella Ege, Secretary-Treasurer, Pennsylvania State 
D.H.A.; Mrs. George M. Leader, wife of Governor 
of the State of Pennsylvania; Miss Mary Grim, Past 
President, Pennsylvania State D.H.A., Inc., and 
Miss Irene Stankiewicz, Trustee, District IV. 


Vice-President, Patricia Schout; Secretary-Treasurer, 
Ella Ege; Editor, Mary Grim; Business Manager, 
Barbara Fletcher; State Reporter, Dorothy Kis- 
singer; Trustee for three years, Mary Grim; Trus- 
tee for two years, Mary Ammon; Trustee for two 
years Beatrice Watkins and Mabel Bottomley; 
Trustee for one year, Julie Wehrle and Mimi 
Misenko. 

Two new Honorary Members were added to our 
roster at this year’s convention. The two new 
members are, Marion Arnold, and Mr. Ray 
Cobaugh. This honor goes to Marion for her efforts 
in the early years of dental hygiene in our state. 
She is one of our first hygienists, and boasts the 
steadfastness of attending all twenty-five state meet- 
ings without a miss. This honor goes to Mr. Ray 
Cobaugh, Executive Secretary of the Pennsylvania 
State Dental Society, in recognition of his assist- 
ance to our group. 

Temple University School of Oral Hygiene held 
their Alumna meeting April 28, 1956, with a 
luncheon at the Bellevue Stratford Hotel in Phila- 
delphia, Pennsylvania. The luncheon speaker 
showed films and discussed dental health in Brazil. 

The University of Pennsylvania Oral Hygiene 
group held their Alumna week-end, May 18, 19, 
1956 at the Dental Schoo] and Evans House, in 
Philadelphia, Pennsylvania. On Friday, May 18, 
Dr. Ned Williams, presented, “How to Solve the 
Dentifrice Dilemma” and Dr. George Stewart, 
spoke on, “The Role of the Dental Hygienist in 


the Detection and Treatment of Periodontal Dis- 
ease.” Business meetings and social gatherings were 
also scheduled. 

The Reading and Berks County component so- 
ciety reports completion of a successful year. Sev- 
eral new members were enrolled in this group 
for the year. Their April meeting presented Dr. 
Guy Haman of Reading, Pennsylvania, a_ well- 
known exodontist and long time friend of the 
group. The Reading Dental Society invited the 
hygienists to contribute to it’s very fine Dental 
Bulletin. 

The Philadelphia District Dental Hygienists’ As- 
sociation, component society, completed a_ suc- 
cessful year with a social meeting at the Celebrity 
Room, Philadelphia. Mae Sarsfield accepted an 
invitation to speak before the New Jersey Dental 
Assistants’ Association, where the thought was 
brought out that the dental assistants are eager 
to have social and professional intercourse with 
our groups, plus speaker exchange during the 
year. This thought could prove to be a worth- 
while project for all component societies. 

Dorortny KISSINGER 


District V 


Maryland 


Helen Briggs was elected President of the Mary- 
land Dental Hygienists’ Association, at its second 
annual meeting at the Lord Baltimore Hotel, Bal- 
timore, Maryland, May 7, 1956. Other new officers 
installed at the same time were: President, Kay 
Parise; Vice-President, Gloria Lazarus; Secretary, 
Anne Jacobs; Treasurer, Frances Armentrout, Kay 
Lipsey, and Alice Nelsen were elected to the Board 
of Trustees, 

The installation was only one highlight of a busy 
week-end for us. Several of our members attended 
the Maryland Dental Society Old-Fashioned Sea 
Food Party at the Oriole Gun Club, Sunday after- 
noon, May 6, 1956. In the evening a board meeting 
was held at the Lord Baltimore Hotel. 

Monday morning a coffee hour was held for all 
members by the retiring President, Lillian Shen- 
ker. At noon a good turnout of members and guests 
met for our luncheon. It was our extreme good 
fortune to have as our guest speaker, Rebekah Fisk, 
Director of the Dental Hygiene School, University 
of Indiana. Becky, a former resident of Washington, 
D.C., has been President, and Executive Secretary 
of the American Dental Hygienists’ Association, 
Inc., and is an old friend to many of us. It was 
such fun to see her again. In her talk she traced 
the history of dental hygiene education and showed 
us that, added all together, the advances in tne 
past forty years have been considerable. Becky was 
given a certificate by our association in recognition 
of her many efforts toward securing licensure for 
hygienists in Maryland. Dr. George B. Clendenin, 
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President of the Maryland Board of Examiners, 
was presented with a certificate of honorary mem- 
bership for his work in our behalf. 

At our business meeting which was held in the 
afternoon, our membership committee reported 
that we have four new members. A tea is planned 
for the girls taking the State Board in June. The 
Volunteer Health Committee reported that under 
the direction of Dr, Roy Bridger, Montgomery 
County Health Officer, dental examinations were 
made at two Silver Spring elementary schools in 
April. Most of the work was done by Bertha Mor- 
gan and Lillian Shenker on their days off. Lillian 
also gave some kindergarten classroom talks at 
other schools by invitation. 

We named Lillian Shenker as our delegate to 
the coming national convention, and Helen Briggs 
as alternate. We voted to assume a fair share of 
the delegate’s expenses and made a contribution 
to the district trustee’s expenses. 

Included among the exhibits of the Maryland 
Dental Society Convention was a fine one on Dental 
Hygiene Publications prepared by Helen Briggs. 
She also conducted a table clinic on the “Dental 
Hygienists In America.” 

March 11, 12, 1956, Maryland was glad to join 
with the rest of District V for the Trustee’s Meet- 
ing in Washington, D.C. Marjorie Thornton, Presi- 
dent of the American Dental Hygienists’ Associa- 
tion, Inc., was able to be with us and we were 
thrilled to have her. The meeting was held in 
conjunction with the Postgraduate Clinic and al- 
ways means busy and interesting days. 

Now Maryland is looking forward to its third 
big year. Along with our regular association ac- 
tivities, we hope to give some recruiting talks to 
high school seniors, continue volunteer dental 
health programs, and increase our own member- 
ship. 


LILLIAN SHENKER (left) examining pupils at the 
Silver Spring Special School, Maryland April 17, 
1956. 


(Left to right) Lillian Shenker, Fran Armentrout, 
Bertha Morgan and student at the East Silver 
Spring Elementary School, Maryland, during den- 
tal examinations, April 10, 1956. 


Bertha Morgan, Past-President of the Maryland 
Dental Hygienists’ Association, was a guest clini- 
cian at the Virginia Dental Hygienists’ Association’s 
Annual Meeting in Roanoke on May 10, 1956. Bert 
presented her projected clinic on “That Important 
First Visit.” 

FRANCES ARMENTROUT 


District of Columbia 


At our April meeting a representative of the 
King Merritt Co., spoke to us on “Investments.” 
Mr. Smith preceded his discussion with a short, 
cartoon style movie, which was both enjoyable and 
informative. 

At the time of the business session, which fol- 
lowed the lecture, Dorothy Bales and Diana 
Mowry, were voted to membership in the organi- 
zation, 

We would like to call attention to those who 
wish to take advantage of our placement bureau, 
(see January issue) that registry and licensure in 
the District of Columbia is required to obtain 
most positions, Only those wth the Federal Govern- 
ment are excepted. 

The Membership Committee has developed a 
sparkling new leaflet to be sent to prospective mem- 
bers of our association. It embodies an eleven-point 
list of advantages afforded members, 

The May meeting was the most spectacular dinner 
meeting of the year. We were joined by the D.C. 
Dental Assistants’ Society in the Chantilly Room 
of the Hamilton Hotel. We feasted ourselves on 
steak and our eyes on a fashion show that defies 
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description. Kay Beaudet, who has distinguished 
herself as Chairman of the Membership Commit- 
tee, modeled several of the gowns. 

The slate of officers presented by the Nominating 
Committee at the May meeting follows: President, 
Barbara Luckman; Vice-President, Kay Beaudet; 
Secretary, Betty Rispoli; Treasurer, Connie Laperle. 
Elections will be held at the June Social, which 
will take place at the home of Barbara Luckman. 
This year’s President, Barbara Durning, will take 
the place on the Board of Trustees vacated by Peg 
Covey. 

Next year we hope to publish a_ professional 
monthly bulletin for the first time. We would 
certainly welcome suggestions from contingents 
who have already had this experience. 

ALICE REED ANDERSON 


Delaware 


The Delaware State Dental Hygienists’ Associa- 
tion held its Annual Spring Dinner Party at the 
Kent Manor Inn at Wilmington, Delaware on 
Monday, April 16, 1956. 

As is customary, members of the Delaware State 
Dental Association, dental supply men, and others 
associated with the dental profession were guests. 
We enjoyed a total of thirty-nine attending the 
dinner party. 

Miss Carol Russous, President of the association, 
extended greetings to the members and guests. 
Dr. Louis Kreshtool, President of the Delaware 
State Dental Association, responded. 

The speaker for the evening was Mr. George 
Lowe, of the Atlantic Refining Company, Phila- 
delphia, Pennsylvania. Mr. Lowe, a most entertain- 
ing speaker, chose as his topic, “Neighborliness.” 
As an added feature this year, Dr. James C. Gantt 
was selected, “The Man of the Year,” and was 
presented with a large ashtray for his office desk. 

The final meeting of the year, at which time 
election of officers for the coming year took place, 
was held at the residence of Mrs. Kenneth Clark, 
on Sunday, May 20, 1956. A cocktail party followed 
the business meeting. 

RUTH KOEHLER 


Virginia 

The Second Annual Meeting of the Virginia 
Dental Hygienists’ Association was convened at 
the Roanoke Hotel, Roanoke, Virginia, May g to 
12, 1956. 

Thirteen members out of a total membership of 
twenty-one were present, which we believe was fine 
representation, when we consider the long distance 
to be traveled by our members, 

Bertha Morgan, of Maryland, presented a very 
informative projected clinic, “That Important First 
Visit,” which was enjoyed by all. We were honored 
to have Bertha install the 1956-1957 officers, who 


were elected at this meeting. The following is our 
new slate of officers: President, Marleen Pitt; Vice- 
President, Patricia Pearsall; Secretary, Anne R. 
Morrey; Treasurer, Ruth MacDougall. 

We enjoyed the pleasure of having Dr. and Mrs. 
J. Pilcher Bradshaw, President of the Virginia 
Dental Association, as our guests for the President’s 
Luncheon. 

The following table clinics were presented by 
our members; “The Dental Hygienist’s First-Aid 
for the Bulging Appointment Book,” Marleen Pitt; 
“Dental Hygiene Schools in the United States,” 
Ann Thrasher; “Dental Hygienist in Private Prac- 
tice,” Ruth Victor. 

An engraved sterling silver bowl was presented 
to Ruth Victor our Past-President, in recogniton 
for the fine service she has given our organization. 
Ruth presented the organization with a President’s 
gavel, which we hope will give many years of fine 
service. 

ANNE R. MorREY 


West Virginia 


February 16 was like old home week, for gradu- 
ates in and out of the Ohio Valley treked back 
to the West Liberty State College campus for the 
formal opening of the newly remodeled Dental 
Hygiene Department. Attendance was active and 
the speakers included the following: Doctor Earl 
Gallagher, President, West Virginia State Dental 
Society; Doctor Shailer Peterson, Secretary, ADA 
Council on Dental Education; Doctor Carl Laugh- 
lin, President-Elect, West Virginia State Dental 
Society, Vice-Chairman of the ADA Council on 
Dental Education; Miss Margaret Swanson, Execu- 
tive-Secretary, American Dental Hygienists’ Asso- 
ciation. 

The Dental Hygiene students presented several 
skits from their annual Dental Hygiene Show. All 
proceeds will assist the students to attend the At- 
lantic City convention, 

Forty-one Dental Hygiene students received cer- 
tificates June 1, 1956, and three students received 
Bachelor of Science degrees. 

The Wheeling District Dental Hygienists’ Associa- 
tion in collaboration with the Wheeling District 
Dental Society were active in “Children’s Dental 
Health Week.” Three radio stations presented 
“spot announcements.” scripts, and interviews each 
day. Television presented a fifteen minute skit 
for children. Store window displays and_ posters 
were prominent. 

The Soroptimist International Club of Wheeling 
is providing free dental care for indigent school 
children, and the Wheeling Hygienists’ Association 
is assisting in the provision of artificial appliances 
when indicated. 

We are looking forward to the fiftieth Annual 
State Meeting, in July at the Greenbrier, White 
Sulphur Springs, West Virginia. 

SALLY WIEDETZ 
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District VI 


‘Tennessee 


The first post-graduate course for dental hygien- 
ists was held at the University of Tennessee, School 
of Dental Hygiene, on April 27, 28, 1956. Eight 
school of dental hygiene and eight states were rep- 
resented by the twenty-eight who attended. Five 
of the group were from public health, two from 
hospital service, and twenty-one from private prac- 
tice. 

The following are the courses presented: “The 
Dental Hygienist’s Responsibilities in Periodontal 
Disease,’ Dr. Robert Parrish, Assistant Professor, 
Head of Department of Periodontology, University 
of Tennessee; “Program and Procedures of the 
Tennessee Dental Bacteriology Laboratories,” Mr. 
Kent T. Roark, Assistant Laboratory Director, Di- 
vision of Laboratories, Tennessee Department of 
Public Health; “Low Carbohydrate Diets for Use 
in Caries Prevention Service,” Miss Frances Shoun, 
Director of Nutrition Servce, Tennessee Depart- 
ment of Public Health; “The Use and Abuse of 
Visual Aids in Dental Health Education,” Dr. 
Robert L. Weiss, Regional Dental Consultant, 
Tennessee Department of Public Health, 

The Twenty-Seventh Annual Meeting of the 
Tennessee Dental Hygienists’ Association was 
held at the Peabody Hotel, Memphis, Tennessee, 
April 29, 30, May 1, 2, 3, 1956, with Mrs. Donna 
Duncan, President of the association presiding. 
This year the association has fifty-two members, 
of which thirteen are new members. During the 
meeting, seventy-five active and junior members 
registered. 

Sunday evening, members enjoyed the lawn party 
and tea which was given by Dr. and Mrs. Russell 
L. Moore, President, Tennessee Dental Association, 
and Dr. and Mrs. L. C. Templeton, at the home 
of Dr. and Mrs, Templeton. 

After registration Monday morning, a coffee hour 
was given in honor of all new members. Following 
the coffee, the first general session was held. Mrs. 
Donna Mai Duncan, President, in her opening 
address expressed her desire that more members 
take an active part in their societies, and the 
members should launch an “all-out” campaign 
for new members. 

Several committee reports were given. A most 
interesting paper was sent by Ruth Sisk, American 
Dental Hygienists’ Association, Inc., delegate. Miss 
Sarah E. Hill, Past-President American Dental 
Hygienist’s Association, Inc., added to the report 
by giving the happenings on their trip to 
San Francisco, Other committees to give reports 
were: Budget Committee, State Reporter, Nomina- 
tion Committee, Program Committee, Membership 
Committee, Civil Defense Committee. 

Monday, members attended the Society of Den- 
tistry for Children Luncheon, with Judge Elizabeth 
McCain, Memphis, Tennessee, as speaker. Judge 


McCain related some of her experiences in the 
Juvenile Court and the problems of the youth of 
today. Following the luncheon, the members at- 
tended the general session of the Dental Society, 
with Dr. George Teuscher, Northwestern Univer- 
sity College of Dentistry, as speaker. 

On Tuesday, the association heard talks given 
by Mr. E. C. Stimbert, Assistant Superintendent, 
Memphis Board of Education, and Dr. Irving Glick- 
man, Professor and Head of Department of Oral 
Pathology and Periodontology, Tufts University. 
Dr. Glickman chose as his topic, “The Dental Hy- 
gienists and the Periodontal Tissues,” and was most 
emphatic on the duties of the hygienists as the 
“Protector of the Oral Tissue.” 

Dr. James E. Stockdale, Assistant Director of 
Student Welfare, University of Tennessee, Medical 
Units, guided several members on a tour of the 
new buildings at the University. The tour included: 
the new dental hygiene dormitory; the E. H. 
Crump Memorial Hospital, which is entirely staffed 
by and operated for Negroes; the Cancer Research 
Clinic; the Administration Building; the Chemistry 
Building. 

On Tuesday evening two clinics were presented: 
Mrs. Catherne Hunter, “The Role of the Dental 
Hygienist in Office Procedure”; Mrs, Jackie Cole- 
man, “The Toothbrush, Its Use and Abuse.” Mrs. 
Hunter was presented with the award for the most 
outstanding clinic. 

Dr, Carl Sebelius, Director, Division of Dental 
Health, Tennessee Department of Public Health, 
explained many of the projects conducted by the 
department and included the progress of fluorida- 
tion in the state. Dr. John Shumaker, Jr., joined 
Dr. Sebelius during this session. Mr. Shumaker, 
Executive Secretary of the Tennessee Dental As- 
sociation, brought the members “up to date” on 
the happenings of the Dental Association. He also 
explained how these happenings affected the dental 
hygienist. 

The Annual Luncheon of the Tennessee Dental 
Hygienists’ Association was held at the Peabody 
Hotel, May 2, 1956. Speaker, Mrs. Ila Huff, Director 
of the Girl’s Club of Memphis, Tennessee, gave a 
most entertaining and instructive talk on the ways 
and means a hygienist can combine the role as a 
professional woman and a home-maker. 

The following officers were elected for the com- 
ing year: President, DeLorraine Zimmerman; Vice- 
President, Gretta Mitchell; Secretary-Treasurer, 
Elizabeth Smith; Trustees, Donna Mai Duncan, 
Lucille Bowman, Mary Alice Brown. Delegate to 
the American Dental Hygienists’ Association Na- 
tional Meeting in 1956, Donna Mai Duncan, and 
alternate-delegate, Mary Alice Brown. 

ELIZABETH SMITH 


Mississippi 
Mississippi feels fortunate to have the Univer- 
sity of Tennessee Dental School at its door. 
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Our President, B. J. Evans, and one other mem- 
ber, Marie Rutledge, were able to attend the post- 
graduate course given by the University of Tennes- 
see, this past month. We all feel we missed a big 
opportunity and each of us will plan to attend 
similar programs whenever the opportunity pre- 
sents itself to us. We salute the University of 
Tennessee in this venture. 

We have added one new member to our files, she 
is Sammy Parham. Miss Parham is practicing in 
Brookhaven, Mississippi. 

The dental hygienists in Public Health have 
done an outstanding job this year. We are espe- 
cially proud of them, since they have been without 
a full time director, and have had to manage their 
own administrative problems. 

At this writing, we are anticipating our State 
Meeting in Biloxi (pronounced BiLUXi) June 10 
to 18, 1956. We shall absorb some professional 
knowledge and inspiration along with as much 
Mississippi coast sun as three days will allow. Wish 
ya-Il could come! 

KATHRYN T. BALLARD 


Louisiana 


The Eighth Annual Meeting of the Louisiana 
Dental Hygienists’ Association was held with the 
State Dental Society meeting in Shreveport, Louisi- 
ana, April 12, 13, 14, 1956. 

At the business meeting, Nora Nolan was re- 
elected to the Presidency, Edith Wolfe to Vice- 
Presidency, and Charlotte Dickens was elected 
Treasurer-Secretary. 

OF special interest was the table clinic presented 
by Helen Bordelon. Our guest speakers, Dr. Roland 
C. Steib, and Dr. Henry J. Aguilera, discussed 
“Dental Jurisprudence in the State of Louisiana.” 

JEAN BURVANT 


North Carolina 


The North Carolina Dental Hygienists’ Associa- 
tion held its ninth Annual Meeting in Pinehurst, 
May 13 through May 15, 1956, at the Carolina 
Hotel. Our special guests for this occasion were 
the senior Dental Hygiene students from the Uni- 
versity of North Carolina. 

Our meeting began on Sunday afternoon with 
an official reception at the Pine Crest Inn in honor 
of our bosses, members of the Dental Advisory 
Board, Officers of the Dental Society, and their 
wives. 

Following registration and the opening session 
on Monday morning, we heard our first speaker, 
Dr. Bernard Walker of Charlotte, who discussed 
“The Dental Hygienist in Private Practice.” The 
next speaker was Dr. James H. Edwards of Raleigh, 
who spoke on “X-Ray Mounting.” The morning 
session was concluded with a discussion of “Dent- 
istry and the State Bureau of Investigation,” by 


Mr. James F. Bradshaw, Jr., Assistant Director of 
the North Carolina State Bureau of Investigation. 
At noon we held our Annual Luncheon at the 
Pinehurst Country Club. For the first time arrange- 
ments were made for a buffet luncheon, and we 
highly recommend this type of gathering for its 
atmosphere of informality and friendliness. 

The first day of scientific sessions ended Monday 
afternoon with a discussion of “The Extra In- 
gredient” by Mr. J. R. Shull, Jr., of the E. I. 
duPont Company. 

On Tuesday morning we heard Mrs. Ruby H. 
Smithson discuss “Your Career and Your Appear- 
ance.” The afternoon was devoted to the presenta- 
tion of table clinics, Carolyn Ferebee of Greens- 
boro and five Dental Hygiene students from the 
University of North Carolina prepared these clinics 
for us and they are to be congratulated for their 
excellent presentation. 

Another highlight of our meeting was the pres- 
entation of one-hundred dollars to the North Caro- 
lina Dental Foundation. This gift was in addition 
to the Blanche C. Downie Memorial Fund, which 
was established by our Association in October, 1954. 

On Tuesday evening we participated in the 
centennial festivities of the North Carolina Dental 
Society. These activities included a banquet, “Ice 
Frolics,” and an 1856 Costume Ball. 

An expression of appreciation goes to Martha 
Stimpson and Alberta Beat, who planned a splen- 
did program, and to the officers and members of 
the Executive Council who worked with them. 

ELEANOR FORBES 


Florida 


The fabulous Eden Roc Hotel on Miami Beach 
was the headquarters for our Thirtieth Annual 
State Meeting, the end of May. 

The Miami Dental Hygienists’ Society enter- 
tained all guests with a Calypso Buffet on Monday 
evening, at the Miami Yacht Club, overlooking 
beautiful Biscayne Bay. Our luncheon speaker was 
Norman Bean, who convinces everyone there are 
“Unidentified Flying Objects.” 

Florida is such a scattered state that the As- 
sociation has affiliated districts and each year our 
three social functions are divided so that no hard- 
ships are forced upon our group. Our Past-Presi- 
dent’s Tea will be managed by the East Coast Dis- 
trict, the Miami Society will have the Annual 
Luncheon, and the Northeast District has charge of 
the Dutch Treat Breakfast. 

Aside from our clinics and papers we had as 
guest speaker, Dr. Jay Eshleman, Philadelphia, 
Pennsylvania, His subject covered “Public Rela- 
tions.” Dr. Gerald D. Stubbs, Seattle, Washington, 
explained “The Relationship of Dental Hygiene 
to Restorative Dentistry.” “The Extra Ingredient,” 
a film presented by the duPont Company, rounded 
out our scientific session. 
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Many of us are already arranging plans to at- 
tend the National Meeting in Atlantic City, New 
Jersey. Very few of us managed to get far west 
enough to attend the National in 1955, but I can 
assure you we will do better in the fall of 1956. 

VIRGINIA VANHORN 


Kentucky 


The Kentucky State Dental Hygienists’ Associa- 
tion convened its Annual Meeting in conjunction 
with the Kentucky State Dental Association, Tues- 
day, April 10, 1956, in the Leather Room of the 
Seelback Hotel. Mrs. Barbara Birtles, presided. 

Our Luncheon preceded the business meeting, 
at which time Dr. Raymond Meyers, Dean of the 
University of Louisville Dental School, discussed 
“Gold Castings as a Hobby.” 

Present at the Luncheon and Address were mem- 
bers of the Kentucky State Dental Hygienists’ 
Association, and senior members from the Univer- 
sity of Louisville School of Dental Hygiene. 

An election of officers was held at the time of 
our business meeting. The following were elected: 
President, Carol Moore; Vice-President, Vera Watts; 
Secretary, Norma Elder; Treasurer, Ann Lewis. 

We were very proud of the fact that thirty-one 
Dental Hygienists registered during our state con- 
vention. This is significant of progress to us, as our 
association is only two years old. 

The Kentucky State Dental Hygienists’ Associa- 
tion took an active part in the convention this year, 
holding State and District Luncheons. Edmund R. 
Baron, Technical Representative of duPont Com- 
pany, presented an informative lecture and film on 
Radiography. Our main project was a booth. The 
members constructed a molar tooth, which was 
large enough to house a hygienist, and a supply of 
informative pamphlets on Dental Hygiene. We 
feel that this type booth proved to be very help- 
ful in bringing more interest in this state. 

This year our convention brought us much en- 
thusiasm, and we have several projects planned 
for the coming year. We believe this meeting was a 
stepping stone to a bigger and better organization 
in the years to come. 

NORMA ELDER 


Georgia 


Our group is looking forward to the annual 
meeting to be held in Savannah, Georgia, October 
21 to 24, 1956. Due to lack of facilities headquarters 
have been changed from the Oglethorpe Hotel to 
the DeSota Hotel. 

Our study group meetings have included scienti- 
fic and varied programs, well attended and ac- 
claimed to be our best to date. 

Our social meeting scheduled May 14, 1956 closed 
our active meeting sessions. The social meeting 
honored one of our members, Miss Mimi Waller, 


Miss ViRGINIA BECTON, Kentucky, 
poses in convention exhibit. 


who was married May 19, 1956, to Doctor Ralph 
Powell. We planned a “THIS IS YOUR LIFE” 
program as a surprise to the bride-to-be. 

Our activities for “Children’s Dental Health 
Day” under the leadership of Collette Daniels was 
well organized. One of our largest department 
stores utilized a two window display, where a dental 
unit attracted many people with much favorable 
comment. Our radio stations carried “spot an- 
nouncements” daily. Collette Daniels was ably as- 
sisted by the Dental Association of Georgia. 

Anne Ragsdale and Jane Tucker brought home 
glowing reports of the District VI meeting held at 
Chapel Hill, North Carolina, March 4 to 6, 1956. 
Our members were enthusiastic about the program, 
and the meeting was well attended. We earnestly 
hope for a larger attendance from our group when 
the next meeting convenes in Memphis, Tennessee, 
in 1958. 

Our paper Keep in Touch is an important factor 
in our group, since it keeps all members informed 
of all news. We alternate editors semi-monthly, 
therefore new talent is displayed with each issue. 

We wish for each of you a happy vacation this 
summer, and do come SOUTH. “GAWGA”’ will 
welcome each of you. 

HELEN W, ADAMS 
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District VII 


Michigan 


The Thirty-Fourth Annual Michigan State 
Dental Hygienists’ Meeting was held April 16 to 
19, 1956 at the Hotel Statler in conjunction with 
the Centennial Meeting of the Michigan State 
Dental Society. 

The Monday morning business session was called 
to order by our President, Sally McBride, and 
followed with the reading of the Collect of the As- 
sociation by Marjorie Bretz Cook. Miss Marjorie 
Thornton, President of the National Association, 
spoke briefly in behalf of our National Association. 
Mrs. Margaret Hunt, from Fort Wayne, Indiana, 
Trustee for District VII, was present. 

At this meeting the third component society of 
the Michigan State Dental Hygienists’ Association, 
was formally accepted. This group, the Central 
District Dental Hygienists’ Society is comprised of 
hygienists in the greater Lansing area. 

A “Style Show” by the Ernst Kern Co., featuring 
casual dresses and uniforms was the highlight of 
the Luncheon held on Monday noon, Attractive 
table decorations, miniature Dental Hygienists, 
made from pipe cleaners, complete with caps and 
colored bands, were designed by Public Relations 
Committee Chairman, Edith Grainger. 

The clinic, “Bury Caries,” an illustration of the 
methods of lowering the carbohydrate intake and 
consequently the decay rate, was capably presented 
by Marcia Althaus and Sandra Cartwright, repre- 
senting the Washtenaw District Dental Hygienists’ 
Society. Pauline Schmidt and Dorothy Higbee of 
the Detroit Dental Hygienists’ Society offered as 
their clinic, “Qualities of a Good Radiograph.” 
This clinic effectively illustrated the frequent mis- 
takes resulting in poor radiographs, and the proper 
methods of correcting them. 

Tuesday was devoted to three informative lec- 
tures, following a conference breakfast with Mrs. 
Helen Garvey, Second Vice-President, of the 
American Dental Hygienists’ Association, Inc. Mrs. 
Garvey presided for the Tuesday scientific sessions. 
Dr. Joseph Hartsook, Associate Professor in Dentis- 
try for Children, at the University of Michigan, 
showed interesting slides depicting the dentition 


AT THE MSDHA MEETING 


Top: Sally McBride, MSDHA President, 1955-56; 
Marjorie Thornton, ADHA President; Helen Gar- 
vey, ADHA 2nd Vice-President, Past President, 
MSDHA; Zora Knott, ADHA Reporter, Past Presi- 
dent, MSDHA, Program, Chairman, MSDHA and 
Sally Meyer, President-Elect, 1956-57. 


Center: Dental Hygienist Luncheon at Tuller 
Hotel, Detroit, April 16, 1955. Salley Meyer, 


President-Elect MSDHA; Marjorie Thornton, 
ADHA and Sally McBride, President MSDHA. 


Bottom: Left to right, front: Charlotte Wetherald, 
Detroit District President, Vice-President of Michi- 
gan SDHA; Frances Shook, Past President of 
ADHA, three time President of MSDHA; Margaret 
Hunt, District 7 Thrustee; Marjorie Thornton, 
President of MSDHA and Lucille Klein, ADHA 
Chairman Documents and Publications. Back row: 
Virginia Savage, ADHA Program Chairman, Past 
President of MSDHA and Helen Garvey, ADHA 
Second Vice President, Past President of MSDHA 
and Trustee of District 7. 
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of babes at birth. This slide presentation was in 
conjunction with his speech on “Patient Manage- 
ment.” 


“Detection of Significant Lesions in Mouth Ex- 
aminations,” was the topic of Dr. James Hayward’s 
lecture. Dr. Hayward is the Director of the Depart- 
ment of Oral Surgery at the University of Michigan 
School of Dentistry. 

A member of the Advisory Board of the Wash- 
tenaw District Dental Hygienists’ Society, Dr, Fred 
Schelkun, spoke on, “You Tell the Doctor He Needs 
You More Than He Knows.” Dr. Schelkun related 
some examples of the professional budget plan and 
stressed the necessity of cooperation between the 
Dentist and his auxiliary personnel. He explained 
how important it is for the Dental Hygienist to 
give her willing assistance whether she is working 
on a salary or a commission basis. 

To open the Wednesday morning program, 
W. Mason Mathews, Ph.D., of Merrill Palmer 
School, Detroit, Michigan, gave us some ideas on 
“The Importance of Professional Roles Within a 
Given Profession and Between Related Professions.” 
This was followed by an historical sketch of the 
use of “Psychosomatics in Dentistry,” by Dr. Ger- 
son I. Berris, of the Michigan Society of Psycho- 
somatic Dentistry. 

On Wednesday afternoon the second annual 
business session concluded the three days of meet- 
ings. The following is the new slate of officers for 
the coming year: President, Sally A. Meyer; Presi- 
dent-Elect, Charlotte Wetherald; Vice-President, 
Ernestine Nacke; Secretary, Lucille Klein; Treas- 
urer, Elizabeth Quinn; Council, Sally McBride, 
Sandra Cartwright, Melva Mutch, Carol Tuer, 
Patricia Ward. Delegate, Sally McBride, and alter- 
nate, Sally A. Meyer. 

Dr. Walter McBride, our Past-President’s father, 
was elected to Honorary Membership in our as- 
sociation for his assistance to our organization, espe- 
cially in the formation of our new “Bulletin.” He 
is Past-President of the American Association of 
Dental Editors, and at present is Secretary of that 
association, 

“Footlights on a Century” was the pageant pre- 
sented at the Masonic Temple Wednesday evening. 
It highlighted the dramatic episodes from the first 
one-hundred years of the Michigan State Dental 
Association, It was written and produced by 
William W. Merrill, Director of Will-O-Way Play- 
house, and featured some professional cast members 
as well as some from the Dental Association. 

Thursday was free of any scheduled meetings, 
but the general exhibits were still open. A special 
historical exhibit consisted of old photographs, 
publications, instruments, and dental equipment 
used in the past one-hundred years. The hotel 
lobby featured a contrasting display of the dental 
office in 1856 and 1956. 

On Thursday, May 10, 1956, the annual Ann 
Arbor Day was held in the Kellogg Building of 
the School of Dentistry at the University of Michi- 


gan. This program was prepared by Dr. Dorothy 
G. Hard, Director of Dental Hygiene at the Univer- 
sity of Michigan. The first speaker, Dr. Donald 
A. Kerr, is a Professor of Dentistry in Histo- 
pathology and Periodontics. He answered many 
questions concerning tooth development, forma- 
tion, and malformation, in his lecture, “Develop- 
mental and Nutritional Disturbances of the Denti- 
tions.” Dr. Charles A. Metzner, Associate Professor 
of Public Health Economics then spoke on “Social 
Problems in the Promotion of Oral Health.” The 
day concluded with a dinner at the Michigan 
Union. 
MELVA J. MUTCH 


Illinois 


An Oral Hygiene program has been arranged at 
Lawrence Hall Boys’ Home by Gretchen Eisen- 
hardt. Some members have given of their free time 
on Wednesdays, and others will continue Satur- 
days. The members educate and give prophylactic 
dental treatments to the boys who range ir age 
from five to sixteen years. 

The spring is a busy time for our clinicians. In 
April, clinics were presented at the Loyola Home- 
coming, by Dorothy Basso, Geneva Mountz and 
Josephine Ciota. These same clinics were also pre- 
sented at the West Suburban Meeting. North- 
western’s Homecoming was scheduled for May 9g, 
1956, and clinics were presented by Josephine Ciota 
and Marilyn Janson. 

Alice Shipilo and Jeanne Castle attended the 
State Meeting in Springfield, May 16, 1956. 

Our second post-graduate seminar was given by 
Dr. Balint Orban and Dr. Frank M. Wentz, at 
Loyola University, School of Dentistry, Chicago, 
Illinois, May 23, 1956. The sessions included; “The 
Problems of Oral Hygiene”; “Diagnosis, Instru- 
mentation, Home Treatment.” 

Our monthly dinner meetings at Younkers have 
been well attended with the time divided between 
old business, new business, and very interesting 
speakers, whose topics ranged through science, 
business investments, and even the acquiring of 
that elusive quality of “charm.” 

A most stimulating program is being planned 
for all with surprise in store for the full attendance. 

VIOLA V. JOHNSON 


Wisconsin 


A one day staff education meeting was held for 
all Public Health Dental Hygienists of Wisconsin 
on Thursday, April 12, 1956 at the Marquette Uni- 
versity Dental School at Milwaukee, Wisconsin. 

The program included the following items of 
interest: Nine-Thirty to Eleven-Thirty A.M. pre- 
sented a demonstration of group teaching in dental 
health at the Gesu Elementary School: Grade One, 
Miss Delores Byrde, Janesville; Grade Five, Miss 
‘Marie Hettenbach, Wausau; Grade Seven, Miss 
Eileen Stark, Milwaukee. 
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In the afternoon a most interesting talk was 
given by Miss Elizabeth Warner, Dental Hygiene 
Consultant, United States Public Health Service, 
Washington, D.C., “New Trends in Dental Health 
Education.” 

Mrs. Ann Englander, Dental Hygienist associated 


with the Wauwatosa, Wisconsin Dental Health 
Department, was a member of the panel discussion 
on Dental Health at the Convention of the Ameri- 
can Association of Physical Education, Health and 
Recreation, held on Wednesday, March 28, 1956, 
at the Conrad Hilton Hotel, Chicago, Illinois. 

‘Miss Marjorie Thornton, President, American 
Dental Hygienists’ Association, Inc., was the guest 
speaker at the Marquette University Dental Hy- 
gienists’ capping ceremony on Sunday, April 14, 
1956. 

Miss Beth Linn, Miss Betty Krippene, Miss Belle 
Fiedler, Editor of the American Dental Hygienists’ 
Association, Inc., JOURNAL, attended a _ Public 
Health Workshop at Green Lake, Wisconsin, Fri- 
day, May 11, 1956. 

MARIE HETTENBACH 


District VIII 
Texas 


In Texas, graduate dental hygienists are practic- 
ing at great distances from each other and the bi- 
annual state Association meetings are the only 
times we see each other in one group. At our con- 
vention meeting in Fort Worth on April 28, 1956, 
we noted that our group has grown larger with 
each bi-annual meeting and our roster for the 
1955-56 session has twelve new members. We can- 
not brag in usual Texas manner that we are bigger 
and better than any other state in this respect but 
the graduate hygienists in Texas are imports from 
other states and we have just begun to witness 
organizational growth in our Texas Dental Hygien- 
ists’ Association. 

Two of the contacts we most enjoyed at this 
meeting were meeting our new State Dental Di- 
rector, Dr. Bertram, and talking with student 
hygienist guests. Seeing is believing and the ex- 
perience of the students in our midst turned our 
thoughts ahead to 1957 when Texas will produce 
its own graduates to swell the now small ranks of 
dental hygienists in this state. 

The following new officers were installed by re- 
tiring President, Leona Dunlap at the Fort Worth 
meeting; President, Florence Desutter; Vice-Presi- 
dent, Virginia Haire; Treasurer, Virginia Heinrich; 
Secretary, Jean Williams; Delegate, Lorna Bruning; 
Alternate Delegate, Patricia Clendenin; State Re- 
porter, Lorna Bruning. 

To facilitate professional contact and educational 
programs for component groups of the State As- 
sociation, the Houston District group has sub- 


mitted its constitution to the Board of Trustees ol 
the State Association. This group has a member- 
ship of seven Houston hygienists, and has held two 
meetings conducted by President, Mary Schonier. 
The Dallas District group is in the process of 
writing its constitution. 
So we in Texas look forward to a year of or- 
ganizational progress and professional growth. 
Lorna J. BRUNING 


Kansas 


The January meeting of the Wichita Study Club 
was held at Droll’s Restaurant. We were privileged 
to have as our guest speaker a former Kansan, Miss 
Alberta Beat, now supervisor of the Dental Hy- 
giene Department at Chapel Hill, North Carolina. 

Miss Beat discussed dental hygiene progress 
within the last years and the school at Chapel Hill. 

The State Mid-Winter Meeting convened this 
year in Wichita, February 25-26, 1956. Nineteen 
members attended the dinner meeting. Dr. L. P. 
Warren, guest speaker, discussed “Eyes and 
Driving.” 

Breakfast was served at the home of Mildred 
Smith, where a discussion and business meeting 
was held for the future state meeting in Topeka 
in May. 

During the month of March a trip to the Insti- 
tute of Logopedics too place. At the Institute we 
were instructed about its functions, and met four 
of the children, each one a “type disability.” At 
the end of a short discussion period we were es- 
corted around the Institute to observe the therapy, 
class rooms, and recording booths, all being used 
to train the children to help them overcome their 
particular type of disability. 

After the tour all members were invited to the 
some of our hostess, Dora Kaufman, for a short 
social hours. 


MARTHA Moopy 


Minnesota 


Minnesota Dental Hygienists’ cooperated with 
the Dental Association and Dental Assistants’ As- 
sociation in staffing a booth and giving informa- 
tion to Minnesota high school seniors and coun- 
selors, at a Career Days Festival, which was held at 
St. Thomas College, St. Paul, April 10 to 12, 1956. 

Our Annual Convention was held April 23 to 
25, 1956, in St. Paul, Minnesota. Besides our own 
members we had guests from Wisconsin, Iowa, 
South Dakota, Montana, North Dakota, and 
Florida. 

Our luncheon was held at the Women’s City 
Club, with eighty-seven members and guests pres- 
ent. We were honored to have with us our 
National President, Miss Marjorie Thornton, who 
inspired us with news and information from 
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National. Our advisors, Dr. Dorothea Radusch, and 
Dr. Lee Harker, were with us, and brought mes- 
sages. Guest speaker at the luncheon was Dr. 
Eugene Rinkey, specialist in psychosomatic medi- 
cine, of St. Paul, who spoke on “Psychosomatic 
Medicine. in Relation to Dental Problems.” Dr. 
Rinkey paid the group a compliment when he said 
that Miss Jackson had told him what some of the 
requirements for dental hygiene were, but that 
judging from the group, he thought beauty and 
pretty hats must be a requirement also. The girls 
did present a very pretty picture. 

The afternoon session brought our clinic pro- 
gram to the fore. Donna Aker, Clinic Chairman, 
and the many clinicians did an excellent program 
for us, Top honors went to Maureen Herring and 
Sue Wild from the St. Paul Schools, for their clinic 
on “Puppets In Education,” to Janet Aker for “First 
Visit,” and to Georgia Pullen for “Sharpening In- 
struments,” to Marlene Catton for ‘History of 
Toothbrush.” 

New officers were installed at our May meeting, 
and are as follows: President, Donna Aker; Presi- 
dent-Elect, Janet Aker; Vice-President, Marion 
Rose; Secretary, Karon Ostroot; Treasurer, Myrtle 


Glick; Corresponding-Secretary, Lois Reed; 
Trustees, Nancy Wemple, Betty Kogl. 
Senior dental hygiene students and _ their 


mothers were honored at a Tea on the 26th of 
May, 1956, at the Continuation Center, at the Uni- 
versity of Minnesota. All the senior students are 
Junior Members of the association. 

Lots REED 


Colorado 


The Colorado State Dental Hygienists’ Associa- 
tion, held its annual meeting at the Tiffin Dining 
Room, March 21, 1956. 

Dr. Ernest Klein, Denver Orthodontist and guest 
speaker, spoke on “Pressure Habits and Their 
Contribution to Malocclusion.” Dr. Klein illustrated 
his lecture with slides. 

Our newly elected President, Catherine Gaffney, 
presided over our business meeting. 

During the month of April we had the oppor- 
tunity to take a three day course from Dr. B. 
Orban, Periodontist, Colorado Springs. Dr. Orban’s 
lectures were in the instrumention techniques field, 
plus numerous subjects related to Dental Hygiene. 

“Dental Hygiene as a Career,” was represented 
at the “Career Day Programs” of the Denver High 
Schools by Catherine Gaffney and Phyllis Kempkes. 
We assisted with this program at the Golden High 
School, Golden, Colorado. 

Plans are now being arranged for a dinner in the 
early future for the Doctors with whom we are 
associated as our guests. This type dinner is a 
revived tradition which we hope to continue as an 
annual event. 

Additional plans are now in the making for a 
“Brunch” to be held in June for the Dental Hygien- 


ists who will be coming to Denver to take their 
State Board Examinations. 
PHYLLIS KEMPKES 


Iowa 


The recent Thirty-Fifth Annual State Conven- 
tion of the Iowa Dental Hygienists’ Association was 
well attended and very profitable for those in 
attendance, 

Members were highly honored to have as guests, 
Margaret E. Swanson, Executive Secretary, Ameri- 
can Dental Hygienists’ Association, Inc., and Di- 
rectors of Oral Hygiene from Northwestern Uni- 
versity, Marquette University, and the State Uni- 
versity of Iowa: Evelyn Maas, Beth Linn, Helen 
Newell. Naturally we were more than proud to 
claim as our own member Marjorie Thornton, 
President, American Dental Hygienists’ Association, 
Inc. Miss Thornton presented a splendid lecture 
on “Personality.” Miss Swanson reviewed her work 
as Secretary of the American Dental Hygienists’ 
Association, Inc. and presented future plans. Miss 
Linn and Miss Newell extended greetings and 
brought reports of work accomplished through 
their committees. 

Forty-five members attended the luncheon at 
the Hotel Savery on Monday, the first session day 
of the meeting. The President, Marie Sipple intro- 
duced her officers, our guests and Lucile Mae Park, 
our oldest and only living charter member. Marie 
presented Marjorie Thornton with a tiny gold 
gavel pin, a token of our esteem from the As- 
sociation. Dean William Simon, reviewed the 


progress of the Oral Hygiene Department at the 
University of Iowa. 


OFFICERS IOWA DENTAL HYGIENISTS’ ASSOCIATION 
Left to right: Virginia Ringland, Treasurer; Ger- 
maine Johanningmeier, Secretary; Edith Lieurance, 
Vice-President and Marie Sipple, President. 
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A “Coffee” was held on Tuesday afternoon, in 
honor of Marjorie Thornton. Miss Marlene Zvacek 
and Mrs. Barbara Gamber were responsible for the 
beautifully arranged table and tasty refreshments. 
Mrs, Miriam Stock, Past-President, poured. 

Those of us in Des Moines who have known and 
worked with Dr. Charles Henshaw, Director of 
The Bureau of Dental Hygiene, State Department 
of Health, were most happy when the Iowa State 
Dental Society presented him with the Society’s 
1956 Award in recognition of his service in the 
dental field for forty-one years. Dr. Henshaw has 
done outstanding work in Iowa in the fluoridation 
survey. 

Twenty-six students from the University of Iowa 
presented clinics on Wednesday, during the con- 
vention. These clinics were most outstanding in 
showing what the students in Oral Hygiene are 
learning at the University. Eight graduate hygien- 
ists presented clinics showing the opportunities for 
the graduates today. First place went to Kay Camp 
of Des Moines. She was presented with the Loving 
Cup to be kept by her during 1956. 

The following officers were elected at the Annual 
Business Meeting: Marie Sipple, President; Edith 
Lieurance, Vice-President; Germaine Johanning- 
meier, Secretary; Virginia Ringland, Treasurer. 
Edith Lieurance was named delegate to the Na- 


Lelt to right at the table: Miriam Stock, Marie 
Sipple, Marjorie Thornton, Janet Burnham. In 
background: E. Mae Flatt, Lillie Nanes and Luetta 
Triemer at Iowa State Meeting. 


tional Convention and Germaine Johanningmeier 
as alternate. 
EDITH LIEURANCE 


District IX 


Washington 


The Washington State Dental Hygienists’ As- 
sociation has had an interesting and varied spring 
calendar. 

The month of April our regular monthly meet- 
ing was held in Seattle, Washington. Guest ‘speaker 
for our dinner meeting was Mr. Ruble, of the 
Du Pont Company. Mr. Ruble showed us an inter- 
esting color film on “Dental X-rays,” which included 
tips on care and processing of radiographs. 

Our April meeting also included the official start 
of term for our new officers. The new officers are 
as follows: President, Pat McCullough; Vice- 
President, Jean McCann; Secretary, Emily Jean 
Whetstone; Treasurer, Shirley McCarter. To 
Blanche Conley, Joanne Crow, Emily Jean Whet- 
stone, our retiring officers, we give many thanks 
and a pat on the back for a job well done. 

The month of May found our members taking a 
short sea voyage to Bremerton, Washington. It is 
always with pleasure, and a feeling of friendship, 
that we meet with our Bremerton hygienists. 

SHIRLEY MCCARTER 


Northern California 


The highlight of a busy spring season was the 
Annual Northern California State Convention, held 


at Fairmont Hotel, San Francisco, April 23-25, 1956. 

Along with the regular business meeting, a pro- 
gram of interest to the Hygienists was presented 
on Monday, April 23. 

Dr. Legan Julian, School of Veterinary Medicine 
University of California at Davis, presented “Com- 
parative Aspects of Dentition of Man and the 
Domestic Animal.” Mentioned were some of the 
dental problems common to animals such as peri- 
dontal disease and fluoridosis from industrial 
wastes; pictures of the unique methods of re- 
moving teeth which must be employed when 1,000 
pounds of animal suffers a “‘tootache.” 

Dr. William A. Elsassar discussed, “Detection and 
Correction of the Posterior Crossbite.” A technique 
was suggested for correcting this condition which 
would require but a short period of treatment. 

Many fields, including Medicine, Dentistry, 
Speech Therapy, and Social Service are involved in 
habilitating the cleft palate patient. This was dra- 
matically illustrated by Dr. Charles Lipp with the 
aid of a motion picture, “A Coordinated Treatment 
Planning Program for the Cleft Palate Patient.” 
Dr. Lipp is Chairman of the Section of Oro-Facial 
Prosthesis and Speech Therapy, University of Cali- 
fornia College of Dentistry. 

The following new officers were elected at the 
business meeting: President-Elect, Beverly Leggett; 
Secretary, Perlina Nelson; Treasurer, Jean Johnson; 


HYGIENISTS’ ASSOCIATION—JULY, 1956 


3155 


sha 
- 
e 


Editor, Judy Davies; Board of Trustees, Eleanor 
Hayes, Niki Anderson, Margaret Jackson, Irene 
Bechtel, Mildred Lubimir. 

Installation of officers was held at the Mark 
Hopkins, and outgoing President, Alice Murphy, 
presented the gavel to the new President, Jane 
Groen. 

Dr. Byrd, Professor of Mental Hygiene at Stan- 
ford, was the Luncheon Speaker. Dr. Byrd spoke on 
“Mental Hygiene in the Dental Office.” 

The Annual Tea honoring Dental Hygiene stu- 
dents was held at the Alumni House, University 
of California, April 22, 1956. The prospective 
Dental Hygiene students have the opportunity to 
meet others in the profession. 

In March each member had the opportunity to 
entertain her employer, by inviting him to the 
Doctor’s Night Dinner, held at the Three Little 
Swiss Restaurant in San Francisco. A movie and 
lecture on the Olympic Games was the entertain- 
ment. 

At the Conference on Children’s Dental Health 
in San Francisco, attended by some of our mem- 
bers, key problems concerning dental defects in 
children were discussed and some questions raised. 
“Can Habits Be Changed?” challenged Dr. J. P. 
McKee, Professor of Psychology, University of Cali- 
fornia. “How Can We Afford Dental Care?” was 
discussed by Dr. Robert Schraft. New findings by 
Dr. Henry M. Leicester, Professor of Biochemistry, 
College of Physicians and Surgeons. 

Our dinner in May honored senior Dental Hy- 
giene students from the University of California. 
Entertainment for this affair was provided by the 
junior students. 

Although the summer months will not schedule 
activity, they will provide a “refueling period” to 
prepare for a fall session which we hope will be 
as active as the past months have proven to be. 

MARGARET JACKSON 


Arizona 


The Arizona State Dental Health Association 
convened its Annual Meeting in conjunction with 
the Arizona State Dental Association, April 13, 14, 
1956, at the El Conquistador Hotel, Tucson, 
Arizona. 

We were cordially invited by the Dental Associa- 
tion to attend any of the scientific sessions that 
were of interest to us. We accepted their invitation 
and found it all to be most informative. 

We devoted our efforts to one table clinic on 
Public School Dental Health, which was presented 
Saturday morning, by Ruth Bugbee Starns, Dental 
Hygienist, Tucson Public Schools, Our organiza- 
tion is so new in our state that this phase of our 
work was found to be of great interest to the doctors. 

Saturday afternoon we had lunch at the Pioneer 
Hotel, and our guest speaker was Dr. J. Wright 
Cortner, Orthopedic Surgeon. His subject, “Let’s 


Watch Our Posture,” was very informative to all 
of us. 

The business meeting and election of officers 
for the year 1956-1957, presents the following slate: 

Ethel Retzer, President, Phoenix, Arizona. 

Ruth Bugbee Starns, Vice-President, Tucson, 

Arizona. 
Novella Hancock, Secretary-Treasurer, Phoenix, 
Arizona. 

There are seventeen active members in the state, 
and we are happy to report that twelve were pres- 
ent at the convention, with several out of state 
dental hygienists as our guests. 

While attending the National Convention in San 
Francisco, it was suggested to us to hold a winter 
meeting at the time of our Rodeo and invite mem- 
bers from neighboring states. We are now working 
on this plan, as it is an interesting time of the 
year to be in Arizona. 

RuTH BUGBEE STARNS 


Oregon 


Progress is the keynote for this year’s Oregon 
State Dental Hygienists’ Association as declared by 
Mary Ann Maddocks, newly elected President of 
the organization. 

It was decided by the active members of the 
association to increase the meetings to a quarterly 
basis instead of holding an annual meeting as has 
been done in the past. This and other decisions 
were formulated at the meeting of March 7, 1956. 

For the first time in the history of Dental Hy- 
giene in Oregon, a post-graduate refresher course 
for Registered Dental Hygienists was scheduled 
at the Dental School of the University of Oregon. 
From April 23 to April 25 the Course served 
as a general review in the various fields of Dental 
Hygiene, as was requested in a recent survey con- 
ducted by the OSDHA, Subjects and instructors 
were: Oral Pathology, Dr. F. V. Howell; Caries 
Control, Dr. Donald Reese and Mrs. Lorna Klier; 
Dental Health Education, ‘Miss Evelyn Hannon; 
X-ray Technique, Dr. A. R. Neely; Prophylaxis 
Technique, Dr. Esther M. Wilkins; Formation of 
Calculus And Its Removal, Dr. F. G. Everett. 

As a symbol of accomplishment in their field of 
clinical work and professional studies, the Dental 
Hygiene students of the Dental School of the 
University of Oregon, Junior members of the 
OSDHA, received their caps and stripes in a cere- 
mony which took place April 27, 1956. Honored 
guests were Dr. J. W. Henderson, President, Ore- 
gon State Dental Association, and Dr. Harold 
Noyes, Dean of the Dental School of the Univer- 
sity of Oregon. Miss Ruth Oler, a ‘graduating stu- 
dent, presented an outstanding message to the first 
year students, pointing out their responsibilities 
of the coming year and how they might use the 
white cap as a guide in their profession. Miss 
Evelyn Hannon, Director of the Department of 
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Dental Hygiene, gave a brief talk on the signifi- 
cance of capping. Plain white caps were awarded 
to the first year students in Dental Hygiene, and 
caps bearing three stripes, lavender for Dental 
Hygiene and green and gold for the University of 
Oregon, went to the second year Dental Hygiene 
students, 

The students realized that the end of their 
school year was near and they would be receiving 
their certificates for graduation in Dental Hygiene. 
In honor of these graduates, the OSDHA held 
the Annual Membership Tea on May 20, 1956. 
Invited were the graduating dental hygienists, all 
members of the OSDHA, and the faculty of the 
Dental School of the University of Oregon. 

MARILYN STRATFORD 


Southern California 


Another year’s program has passed. Each year 
has seen our Association grow in membership, 
scope of activities, and scientific achievements. 

The Thirteenth Annual State Meeting, held 
April 29 to May 2, 1956, was by far the most 
informative and well-received to date. Attendance 
reached nearly two-hundred, which included the 
Junior Members from the School of Dental Hy- 
giene of the University of Southern California. The 
Senior Class of 1956 has shown a remarkable in- 
terest in Association functions so we are looking 
forward to having them as full-fledged members in 
January. 

On Monday, April 30, 1956, we were privileged 
to hear an address by Hamilton B. G. Robinson, 
D.D.S., on “Normal and Pathological Conditions 
of the Tongue.” Doctor Jerome Weinberg’s paper 
on “Child Management” stressed the point that it 
is normal and natural for children to be apprecia- 
tive in the dental office, therefore we must prepare 
ourselves to cope with this “normal and natural” 
behavior. 

Thelma Humelbaugh, R.D.H., of the Alham- 
bra Schools has completed a movie entitled, “Let’s 
Play Dentist.” She uses this technique in her 


Announcement 


The Ninth Annual Reunion of the 
Alumne Association of the Eastman School 
of Dental Hygiene will be held at the 
school on Saturday, October 6, 1956, at 9:00 


dental health education work in the schools. The 
children learn about the dental office by acting 
out a visit to the dentist and by using play dental 
equipment. It is very entertaining to see the chil- 
dren dressed as dentists, assistants, receptionists, 
mothers, fathers, and patients, as they give their 
interpretation of a dental office visit. 

Shirley Shannon Asche, R.D.H., of San Diego, 
presented a clinic on “Instrument Sharpening.” 

A panel discussion, “The Practicing Dental Hy- 
gienist,” was planned by a committee of all Past- 
Presidents of the Southern California State Dental 
Hygienists’ Association. Much time was devoted by 
this discussion, and it is hoped that in the near 
future we will be able to present it to dental 
societies. Past-President, Irene Murphy, acted as 
the Moderator for the discussion, Mary Lou Ham- 
ilton, presented “Does Prophylaxis,” with the legal 
and ethical aspects of the subject. Shirley Friter’s 
topic was, “Teaches Home Care,” and Eloise Reis 
discussed, “Teaches Optimum Dental Health.” 
Vida Sloan spoke on “Promotes Her Dentist.” A 
stimulating question and answer period followed 
the discussions. 

At the time of the General Session Meeting, the 
following officers were elected: President, Elsie 
Nepham; President-Elect, Shirley Fritcher; Vice- 
President, Janis Hawley; Recording Secretary, Lor- 
etta Jung; Corresponding Secretary, Rita Roth; 
Treasurer, Evelyn Walker; Board Members; Vir- 
ginia Foren, Joanne Willenbacher. The Immediate 
Past-President, and Elsie Mepham, the Present 
President, will represent the Association as Dele- 
gate and Alternate Delegate, in Atlantic City for 
the National Convention. 

We are happy to report that seven-hundred dol- 
lars was cleared for the Dental Hygiene Scholar- 
ship Fund through our Annual Fund-Raising 
Campaign. 

Plans are now in order for next year’s program 
and we are looking forward to another successful 
year under the leadership of our President, Elsie 
Mepham. 

Mary Lou HAMILTON 


A.M. Reservations for the luncheon, to be 
held at the Rochester Club, can be made 
through Janice Hall, 233 Avenue A, 
Rochester, New York. 
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Annual Reports 


Report of Committee on Education and Licensure 


I. Committee Membership 


Chairman: Mrs. Frances Dolan, University of 
Bridgeport, Bridgeport, Connecticut. 

Co-Chr.: Miss Elizabeth Linn, School of Dentistry, 
Marquette University, Milwaukee, Wisconsin. 


Subcommittee on Recruitment 


Chairman: Miss Marion Howell; Mrs. Beverly 
Howard, 73 Bridgeport Avenue, Devon, Connecti- 
cut; Miss Dorothy O’Brien, State Dept. of P.H., 
Chattanooga 2, Tennessee; Miss Gertrude Sinnett, 
School of Dent., University of Alabama, Birming- 
ham, Alabama. 


Subcommittee on Public Health Education 


Chairman: Miss Elizabeth M. Warner, Div. of 
Dent. P.H., Dept. of Health, Ed. and Welfare, 
Washington 25, D.C.; Miss Genevieve A. Cummings, 
16 Maple Terrace, West Springfield, Massachusetts; 
Miss M. Lorene Nelson, Dir., Courses for D.H., 
University of Kansas City, Kansas City, Missouri; 
Miss Charlotte L. Primas, 1110 North Franklin St., 
Pittsburgh 35, Pennsylvania; Miss Ernestine Nache. 


Subcommittee on Licensure 


Chairman: Miss Evelyn Maas, School of Dent., 
Northwestern University, Chicago 11, Illinois; Miss 
Jeannette Beesen, 217 Matheson Street, Heralds- 
burg, California; Mrs. Louise Burke, 2394 Curry 
Road, Schenectady, New York; Mrs. Jacqueline H. 
David, University of California, San Francisco 22, 
California. 


II. Activities 


In general, recommendations of the 1954 Educa- 
tion and Licensure Committee were followed as 
well as suggestions gathered from meetings with the 
President and Executive Secretary in November and 
from the Co-Chairmen and Sub-Committee Chair- 
men in March. Specifically, each Sub-Committee 
was charged with different responsibilities which 
are briefly outlined below. In addition the Co- 
Chairmen agreed to present sample check-lists and 
pre-admission interviewing forms for the benefit of 
those who handle the selection of students for 
dental hygiene training. 

A. Recruitment Assignment. Preparation of a 
new pamphlet or brochure describing the profes- 
sion of dental hygiene for the guidance of young 
women seeking career information and for others 
seeking to counsel them. 

B. Public Health Education. Survey of Dental 
Hygiene schools and State Departments of Health 
to determine the number of positions available in 
public health, the number of graduates entering 


that field and the amount of additional education 
they might need. 

C. Licensure Assignment. Determination of the 
status of the dental hygienist in the taking of 
radiographs, exposing and processing them; by ques- 
tionnaire circulated among the State Board secre- 
taries. Reports compiled from last year’s study were 
included with this year’s questionnaire, which also 
included questions about reciprocity and law 
changes. 

Because of the diverse nature of the assignments 
and resulting reports, the report from each group 
will be presented separately along with its sum- 
mary and special recommendations. The Co-Chair- 
men wish to express their gratitude for the hard 
work and excellent cooperation of the Sub-Com- 
mittee chairmen and those assisting them. We also 
wish to thank the officers of A.D.H.A. who have 
given us specific help or have referred to the Com- 
mittee the many individuals seeking information 
about dental hygiene training and laws. 


III. Sub-Committee Reports 


A. Report of the Sub-Committee on Recruitment. 
By March, the chairman had reviewed with the 
Executive Secretary all new material to be pre- 
sented in the proposed pamphlet and had dis- 
carded the obsolete information present in the 
files. Sub-committee members were reached at that 
time and specific assignments made for compiling 
various parts of the new pamphlet. Although the 
complete work can not be set forth here, it is ex- 
pected that at the national meeting in San Fran- 
cisco, members of the Boards and House of Dele- 
gates may view and choose one from a selection of 
proposed pamphlets describing dental hygiene as 
it is today. 

Submitted for 

MARION HOWELL, Chairman 

Sub-Committee on Recruitment 
by Frances M. Dolan, Co-Chairman 

Education and Licensure 


B. Report of the subcommittee on public health 
education. Committee Members: Genevieve A. Cum- 
mings, Ernestine Nache, M. Lorene Nelson, Charlotte 
L. Primas. 

In accordance with the recommendations of the 
previous subcommittee on public health, the pres- 
ent group surveyed all state and territorial health 
departments and schools of dental hygiene to de- 
termine the number of vacant public health posi- 
tions and the number of 1955 graduates entering 
the public health field. 

State dental directors report that there are 
twenty-six (26) vacant public health positions for 
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dental hygienists in state health departments, forty- 
one (41) in local health departments, and thirty- 
seven (37) in school systems in the states, compris- 
ing a total of one hundred and four (104) available 
public health positions in the United States and 
Puerto Rico as of June, 1955. 

In contrast to this need for dental hygienists in 
the public health field, only twenty-one (21) gradu- 
ates of 1955 classes accepted public health positions. 
Of this number, one (1) is employed by a federal 
agency, five (5) by state public health agencies, and 
fifteen (15) in local health departments and school 
systems. Eight (8) of these dental hygienists were 
graduates of degree programs in dental hygiene, 
while thirteen (13) were certificate graduates. It is 
interesting to note that the greatest proportion of 
the degree graduates (7) accepted positions in local 
health departiments and school systems. 

This observation points up the fact that the 
amount of education, in addition to the dental 
hygiene certificate, needed for public health work 
may be more dependent upon the duties and re- 
sponsibilities of the position than upon the ad- 
ministrative level of the position. Consequently, a 
realistic approach to the problem of determining 
the amount of education needed for public health 
work might be to relate required skills and abili- 
ties to functions, at whatever level they are per- 
formed. 

State health departments also were questioned 
about the availability of funds for public health 
training for dental hygienists. Eleven (11) states 
have funds for such training either from their own 
budgets or, in a few instances, from other agencies 
and foundations in the state. In a number of states, 
the dental directors expressed the opinion that 
dental hygienists could compete with other pro- 
fessional groups for available public health training 
funds. In general, training funds are made available 
to dental hygienists after they have been on the 
staff of the particular agency for two or more years. 

Summary: From a recent survey of state health 
departments and dental hygiene schools, it is ap- 
parent that the demand for dental hygienists in 
public health far exceeds the number of recent 
graduates accepting such positions. It also appears 
that there is no definite relationship between the 
administrative level of the public health position 
and the educational requirements set forth by the 
hiring agency. Funds for public health training 
for staff dental hygienists are available in some 
states and it seems likely that such funds would be 
available in many more states if the demand were 
present. 


Recommendations: 


1. The present subcommittee recommends that 
the succeeding subcommittees on public health 
continue to survey state health departments 
and dental hygiene schools regarding job op- 
portunities and available personnel. In this 


way, it will be possible to determine trends in 
public health opportunity and employment for 
dental hygienists. Such trends will be more 
significant and meaningful than the findings of 
a single year. 

2. The present subcommittee suggests that the 
next appointed si:bcommittee on public health 
define the duties and responsibilities of dental 
hygienists in all areas of public health prac- 
tice and outline the skills and abilities neces- 
sary to carry out such duties and responsibili- 
ties. It is further suggested that the next and 
succeeding subcommittees study the educa- 
tional preparation necessary to gain compe- 
tency in the skills and abilities required of 
public health dental hygienists and report 
their recommendations to the Committee on 
Education and Licensure. 

Appreciation is extended to all those who co- 

operated in contributing information to this report. 
Respectfully submitted, 
ELIZABETH _M. WARNER, Chairman 
Subcommittee on Public Health 


C. Report of the subcommittee on licensure. 
After a meeting and by correspondence, this Sub- 
committee decided again to send a questionnaire 
to all secretaries of state board examinations for 
dental hygienists. This information would further 
clarify data we have on file. 

On May 11, 1955, a letter was sent to 51 secre- 
taries. This included all secretaries of boards in the 
United States, District of Columbia, Alaska and 
Hawaii. A copy of the Subcommittee’s report sub- 
mitted and approved last year was sent to them. 

Replies were received from all state secretaries ex- 
cept Georgia, Nevada and Virginia. The tabulation 
of the 48 replies received is as follows: . 


1. Does your dental practice act make specific 
reference to the exposing and processing of x-ray 
films by a dental hygienist? Yes, 8; No, 35; No 
reply, 5. 

The “yes” group included Arkansas, Florida, 
Indiana, Iowa, Maine, North Dakota, Utah and 
West Virginia. 

“No reply” from Kentucky, Louisiana, Texas, 
Wyoming and New Mexico. 

All other states were “No.” 

2. Is the taking of radiographs part of: 

A. the practice of dentistry? Yes, 41; No, 4; No 
reply, 3. 

“No” group: 
Pennsylvania. 

“No reply” from California, South Dakota and 
West Virginia. 

B. the practice of dental hygiene? Yes, 23; No, 16; 
No reply, 8. 

“No” group: Arizona, D.C., Florida, Illinois, 
Louisiana, Maryland, Minnesota, Mississippi, New 
Hampshire, New York, North Carolina, Ohio, Okla- 
homa, Pennsylvania, Rhode Island, Vermont. 


Illinois, North Carolina, Ohio, 
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“No reply” from: South Carolina, South Dakota, 
Wyoming, Alaska, Connecticut, Delaware, New 
Jersey, New Mexico. 

3. Does the Board of Dental Examiners rule on 
the matter of radiographs? Yes, 24; No, 19; No 
reply, 5. : 

“No” group: Arkansas, California, Connecticut, 
D.C., Illinois, Indiana, Kansas, Kentucky, Louisi- 
ana, Massachusetts, Minnesota, New York, Ohio, 
Pennsylvania, Rhode Island, South Carolina, 
Tennessee, Utah. 

“No reply”: Arizona, Iowa, Nebraska, Montana, 
New Jersey. 

4. Has the Attorney General ever handed down 
a ruling on the matter of radiographs? Yes, 1; 
No, 45; No reply, 2. 

The “yes” reply was from Maine. 

“No reply” from California and Montana. 

5. Do you have reciprocity for dental hygienists 
in your state? Yes, 11; No, 37; No reply, o. 

“Yes” group: Connecticut, Maine, Missouri, 
Nebraska, New Hampshire, Rhode Island, South 
Dakota, Washington, West Virginia, Vermont and 
Montana. 

6. If “yes” etc. etc. etc. 

West Virginia—‘must meet requirements of West 
Virginia.” 

Alaska—“T'wo years practice in another state and 
graduate school and good moral character admitted 
without examination.” 

Montana—“If hygienist shows evidence of having 
license in state which maintains equal standard of 
laws, graduate of recognized school of dental hy- 
giene, good moral character, for fee of $10.00 and at 
discretion of Board, she may receive license without 
examination.” 

7. Have there been any changes in your law for 
dental hygienists since last year Yes, 7; No, 41; No 
reply, o. 

The “yes” group include: Arkansas, District of 
Columbia, Kansas, Minnesota, New Hampshire, 
West Virginia and Wyoming. 

8. If “yes,” what are they? 

Arkansas—sent copy of new law, but no explana- 
tions. 

District of Columbia—“notification to board if 
employed by more than one dentist.” 

Kansas—‘“examination and annual registration fee 
raised.” 

Minnesota—“reduction of examination fee from 
$25.00 to $10.00.” 

New Hampshire—“exam fee and reciprocal license 
fee changed to twenty-five dollars. Five years of 
actual active practice eliminated in requirement for 
issuing license for reciprocity.” 

West Virginia—copy of new law was sent. 

Wyoming—‘Fees: $1.00 to $2.50 annual registra- 
tion. $25.00 examination fee, $15.00 for retake. 

Florida—‘‘At present, a new law proposed allow- 
ing hygienists to take radiographs. Legislature was 
in session at time of reply.” 

g. Are all graduates of schools of dental hygiene 


who are accredited by the A.D.A. Council on Dental 
Education accepted for licensure? Yes, 45; No, 3. 

The “No” group are: New Jersey, New York, 
Ohio. 

10. If not, what is the reason? 

New Jersey—“This Board has its own list of 
approved schools and some have not been surveyed 
or requested approval.” 

New York—“This state does its own accrediting 
of dental and dental hygiene schools.” 

Ohio—“Must be graduates of dental hygiene 
school. which conforms to the Definition of a 
Reputable Dental Hygiene School adopted by the 
Ohio Board. (School must be affiliated with and 
under the control of the dental faculty of a 
Reputable Dental College as defined by the Ohio 
Board.) 


Recommendations of the Sub-Committee on 
Licensure 


1. That a copy of this report, after approval, be 
sent to each Secretary of state board examina- 
tions for dental hygienists. This would include 
the District of Columbia, Hawaii and Alaska. 
Accompanying the report could be sent a letter 
thanking them for their previous cooperation 
and mentioning that our survey seems com- 
plete at this time; however, mention could be 
made of the current collection of examination 
data by the dental hygiene schools in prepara- 
tion for standardized aptitude and achieve- 
ment testing and an offer made to share data 
collected with them. 

2. That stencils of this report remain on file in 
Central Office for three years or until a new 
survey is needed. 

3. Tht board members be acquainted with the 
motion that was made and carried at the 
meeting in Chicago with regard to a stand- 
ardization of practice act for dental hygienists. 

Respectfully submitted, 
Evetyn E. Mass, Chairman 
and committee members 
LOUISE BURKE 
JACQUELINE H. Davin 
JEANNETTE BEESON 


D. Report of the subcommittee on admission. 
In addition to high-school records and standard- 
ized aptitude and achievement testing, many train- 
ing schools require candidates to appear for per- 
sonal interviews before accepting them. In an effort 
to guide interviewers and help them keép inter- 
views meaningful, the co-chairmen of this com- 
mittee are submitting the following samples and 
suggestions. Elizabeth Linn of Marquette has com- 
piled the material herewith presented. 

It is assumed that before the actual interview, 
the applicant’s scholastic records, test results, teacher 
ratings and principal’s recommendation are availa- 
ble. Now, more and more schools are requesting the 
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applicant to submit an autobiography or pre- 
admission questionnaire so that more time may be 
spent in the interview on attitudes rather than 


background information. 
ELIZABETH LINN 
FrANcEs DOLAN 


Co-Chairmen 


Report of the Insurance Committee 


Resume of Committee Activities 


Following the adoption of the Continental 
Casualty Group Disability Insurance Plan by the 
House of Delegates at the annual meeting in 1954, 
the committee negotiated to put the plan into 
effect. A recommendation was made to the Board of 
Trustees to designate the firm of Marsh and Mc- 
Lennan to serve as agents of record and ad- 
ministrators for the Group Accident and Sickness 
Insurance Program underwritten by the Continental 
Casualty Company. The Marsh and McLennan 
organization, founded in 1871, is international in 
scope and a reputable firm of insurance brokers. 
Subsequent to the acceptance of this recommenda- 
tion, a resolution was adopted by the Board of 
Trustees authorizing the Milwaukee office of Marsh 
and McLennan of Wisconsin, Inc. to perform ad- 
ministrative services for the American Dental Hy- 
gienists’ Association. 

A major goal was achieved on April 1, 1955 when 
the insurance plan became effective. It appears to 
have been very favorably received by the eligible 
membership. 


Comments 


The Group Insurance Plan was designed pri- 
marily to protect members against the loss of in- 
come because of sickness or accident, but also pro- 
vides coverage against the expense of hospitaliza- 
tion and surgery on an optional basis. As an im- 
portant service of the Association, it provides this 
protection of the personal economic security of 
the member at costs which are from 30% to 50% 
lower than the cost of individual insurance because 
of the large purchasing power of our national as- 
sociation and the economies of group administra- 
tion. The policy is free of many of the restrictions 
imposed under individual policies. The individual 
member's certificate cannot be terminated by the 
insurance company so long as the plan remains 
in force between the A.D.H.A. and the Continental 
Casualty Company, and so long as the individual 
remains a member, is actively practicing, and is 
under age 70. The A.D.H.A. has no expense in 
connection with the promotion or administration 
of the plan. 

In order to make certain that every member 
understood the program and was given ample 
opportunity to enroll in it, a series of four mail- 


ings were sent out during the ninety day charter 
enrollment period. Representatives of the insur- 
ance company and the administrative office ap- 
peared before a number of state meetings in an 
effort to secure the 50% enrollment which would 
permit the insurance company to accept all appli- 
cants regardless of past medical history or present 
physical condition. This goal has not as yet been 
achieved, but we are pleased to report that less 
than 5% of all who have applied have been denied 
coverage and also that less than 5% have been 
issued limited coverage because of chronic physical 
conditions. The administrators will continue their 
work to attain 50% enrollment and report that 
new applications are being received regularly. 

In addition to the hundreds of applications re- 
ceived during the charter enrollment period, many 
members returned the questionnaire dealing with 
the reasons for not enrolling. On the basis of the 
replies received, the most important single reason 
for not joining the plan is that the member is not 
actively practicing, the figures indicating that some- 
thing over 20% of the total membership may not 
be working. These returns also indicate that about 
15% of the national membership is covered under 
other group insurance programs. 

Members may enroll in the A.D.H.A. Group 
Disability Plan at any time. Such changes in the 
individual’s economic situation as increased earn- 
ings, added family responsibilities, or other im- 
portant reasons for protecting earned income will 
cause many hygienists to enroll who did not do so 
during the charter enrollment period. Many mem- 
bers probably do not fully understand the plan, 
and the administration office will be pleased to 
answer their questions. As the plan has an oppor- 
tunity to prove itself by paying weekly benefits to 
disabled members, it is bound to have ever in- 
creasing acceptance. 


Recommendations 


1. It is understood and appreciated that a num- 
ber of constituent state societies have officially 
adopted their own group insurance programs and 
that such programs have met with varying degrees 
of success. Since the benefits payable under the 
official A.D.H.A. plan are never reduced because 
of any other similar insurance, it is recommended 
that members consider whether their present cover- 
age will adequately replace their earnings during 
periods of disability, and use this important service 
of the Association to supplement accident and sick- 
ness protection. 

2. It is recommended >t state and national 
membership committees ut out to prospective 
members that participat’... in the group insurance 
plan is a privilege of .\.).H.A. membership. 

Information may be secured by writing A.D.H.A. 
Group Insurance Plan, 825 N. Jefferson Street, 
Milwaukee 2, Wisconsin. 

Betty KrippeNne, Chairman 
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Report of the Legislative and Ethics Committee 


A. Committee activities since last session of House 
of Delegates (Oct. 1954-August 1955). 

1. Iowa. Revised constitution and by-laws of Iowa 

tate Dental Hygienists’ Association approved. 

2. Vermont. Constitution and by-laws of Vermont 
Dental Hygienists’ Association approved. Charter 
granted by central office. 

3. Virginia. Constitution and by-laws of Virginia 
Dental Hygienists’ Association approved. Charter 
granted by central office. 

4. Arkansas. Constitution and by-laws: of the 
Arkansas Dental Hygienists’ Association approved. 
Charter granted by central office. , 

5. Missouri. Constitution and by-laws of Missouri 
Dental Hygienists’ studied and returned for sug- 
gested refinements. 

6. South Dakota. Constitution and by-laws of 
South Dakota Dental Hygienists’ Association under 
committee study. 

7. New Jersey. Change in New Jersey State Dental 
Hygienists’ Association constitution and _ by-laws 
pertaining to delegate expenses approved. 

8. Washington. Changes in Washington State 
Dental Hygienists’ Association constitution and by- 
laws pertaining to finances approved. 

g. Texas. Reconsideration of revised constitution 
and by-laws of Texas State Dental Hygienists’ 
Association pertaining to membership requested. 
Miss Laura Peck asked by Board of Trustees to 
serve as temporary chairman to reconsider this 
problem. 

10. California. Correspondence received from 
Southern California State Dental Hygienists’ As- 
sociation and Northern California State Dental 
Hygienists’ Association rescinding action taken by 
their respective Board of Trustees relative to recom- 
mendation for rewording of national constitution 
pertaining to representation. Representation in the 
House of Delegates is being requested by both 
groups. 

11. No attempt will be made to summarize 
correspondence relative to requests for copies of the 
Constitution or other miscellaneous correspondence. 
This information is on file with the Committee. 


B. Comment and discussion 


1, There seems to be a great deal of misunder- 
standing and need for discussion relative to the 
California problem. In 1953 representatives of the 
Boards of both California constituent groups gave 
to their trustee a recommendation for rewording of 
the first paragraph of Chap. II, Sec. 9 of the Consti- 
tution. This recommendation was reported to the 
Board during its 1953 annual session. At the time 
the Board was convening, the membership of the 
two respective organizations rescinded the action 
of their representatives and the trustee was verbally 
advised. The trustee in discussing this develop- 
ment with the President during the annual session 


was given to understand that as a result of the 
Board discussion further consideration would be 
given the matter by the new legislative and ethics 
committee. This same information was given to 
the Southern California delegate present at the 
annual session. Subsequently, sometime after the 
close of the 1953 annual meeting the two groups 
brought up the matter of equal representation by 
both constituents and were notified by central office 
that the House of Delegates in accepting the report 
of the trustee and of the legislative and ethics 
committee had caused said recommendation to be 
an amendment to the Constitution. These two 
groups have now appealed to the present chairman 
of the Legislative and Ethics committee for ex- 
amination of the matter. The Southern California 
State Dental Hygienists’ Association has further 
filed with the chairman a proposed amendment 
of the Constitution relative to this matter (which 
in essence maintains the original wording of Chap. 
II, Sec. 9). A good deal of feeling has resulted in the 
action of our Association relative to this matter, and 
it seems highly desirable that some examination of 
the situation be made. 

The irony of all this is that basically this mis- 
understanding is a result of lack of contact and 
representation in national meetings by these two 
groups. In being granted a delegate seat only every 
other year interest has been waning. In some in- 
stances it has been possible to pass action for or 
against one of the constituents without its being 
given the right of representation. Thus, it would 
seem that one of the healthiest aspects of the situa- 
tion is this rising interest in national affairs by 
these two very large constituents and this Chairman 
strongly suggests some consideration be given the 
problem. 

g. As yet the Special Committee to Study Re- 
organization of Trustee Districts has sent no report 
to this Committee for study. This Chairman sin- 
cerely hopes that the Board will encourage this 
special committee to find a satisfactory solution to 
the problem of adequate and just representation at 
the national level. 

4. This Committee under the temporary chair- 
manship of Laura Peck disapproved the proposed 
changes in the constitution and by-laws of the 
Texas State Dental Hygienists’ Association to in- 
clude a clause restricting membership to members 
of the Caucasian race. This same opinion was given 
the group by the 1953-54 committee. 

5. Sincere thanks are extended to committee 
members, Mary Louise Hamilton (California), 
Frances Goodenough (Arkansas) and Helen Mc- 
Grath (Texas) for their help this past year. Thanks 
are equally due to Laura Peck for acting as tempo- 
rary chairman of this Committee in the reconsidera- 
tion of the Texas problem. 


(Continued on page 163) 
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Report of the Membership Committee 


Activities new members from currently employed, non-mem- 
1. The Membership Committee prepared, and ber hygienists and no attempts were made to carry 
had printed, a leaflet on the advantages of mem- Ut such a project through other channels. 
bership in the American Dental Hygienists’ Associ- It would seem advisable that all membership 
ation to be used in the 1955 Campaign to Junior ™paigns be carried out jointly by A.D.H.A. Mem- 
Members on expiration of Junior Membership, and b€rship Committee and state and component mem- 
for the general use of the Association. bership committees, and that a campaign for new 
2. Letters were written to all delinquent mem- members be conducted annually. Invitations to 
bers calling their attention to the fact that their become active members should be sent to Junior 
name had been dropped for non-payment of dues. Member graduates by A.D.H.A. Membership Com- 
There was a sufficient response to this letter to ™ittee with a follow-up by state membership com- 


justify making it an annual practice. mittee, and component membership committee— 

3. Campaign for New Members, directed to 1955 wherever possible—because in any selling campaign 

Junior Member Graduates. at least two or three contacts are necessary for a 
a. A letter of Congratulations and good wishes Successful sale. : ; 

was sent to all 1955 Junior Member Gradu- Drop-outs should be avoided; it would be more 


ates on June 16, in an effort to bridge the desirable to have resignations, thereby facilitating a 
gap between graduation and active mem- ture reinstatement. 
bership in January, 1956. 

b. A letter soliciting active membership was 
sent to 1955 Junior Member Graduates on 1. That Membership Committee again contact 
September 9, 1955. The leaflet which the Junior Graduates in 1956 with a follow-up by State 
Committee had printed was enclosed to- Committees. 
gether with a list of all state treasurers. 2. That delinquent members be contacted by 

c. District Committee Members contacted state State Membership Committee, urging them to re- 
presidents and secured the names of state sign rather than be dropped, to be followed up by 
membership chairmen. Suggestions for state a letter from A.D.H.A. Membership Committee. 
membership chairmen were drawn up by 3. That a Campaign be instituted to solicit mem- 
the committee and a copy sent to each state bership of non-member hygienists currently em- 
president, treasurer, and state membership _ ployed. 


Recommendations 


chairman, urging them to contact the gradu- EpitH B. WOLFE, Chairman 
ates of their state. To each state member- BARBARA SCHULTZ, District I 
ship chairman, a copy of both letters sent Oxca BeEvasco, District II 
to the Juniors, together with a list of the MarIAN MAvrer, District III 
Juniors contacted from her state, was en- Jean HOLtann, District IV 
closed with these recommendations. Ann Comes, District V 


EMMA MILLs, District VI 

LucEAL WEIGAND, District VII 
The results from the Public Health Survey were ALIce HABERLEA, District VIII 

not completed in time to conduct a campaign for ViRGINIA KINNEY, District IX 


Discussion and Comments 


LEGISLATIVE AND ETHICS COMMITTEE 
(Continued from page 162) 


C. Resolutions and Recommendations in ihc uear future, thus, there is a good deal of 
1. It is recommended that an amendment to the _ Wasted energy of central office time in pasting in a 
Constitution be made relative to Chap. II, Sec. g Change which will not be permanent. 
and that said section will return to its original 2. It is recommended that an amendment to the 
wording: “Each constituent society shall have the Constitution be made to include the names of three 
privilege of representation in the business sessions  "¢Wly chartered constituents for the states of Ver- 
of this Association by one fully privileged mem- Mont, Virginia and Arkansas—the names of these 
ber. .. .” There are several reasons for this recom- _Ssociations to appear in the alphabetical listings of 
mendation. First, this is the wish of the two Chartered constituents of this Constitution (Chap. 
organizations concerned. Secondly, 2500 copies of 1, Sec. 10). 
the Constitution were printed with this text. Every 3- It is recommended that the Board go on record 
time a Constitution is issued this change must be a8 upholding the action of this Committee on the 
pasted in. It seems indicated that our whole format Opinion rendered relative to the Texas State Den- 
for representation is undergoing considerable atten- tal Hygienists’ Association membership clause. 
tion and many changes will no doubt be effected Marcu Fonc, Chairman 
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Report of Committee un Dental Health 


Committee Members: Miss Alice Bourassa, Miss 
Mary Rencsko, Miss Gloria Tartaglia, Miss Julue 
Wehrle, Miss Opal Plunkett, Miss Mary Alice Brown, 
Mrs. Zora Knott, Miss Dona Schaber, Miss Mary A. 
Weidinger. 


Assignment 


1. To have a working relationship with state 
committee in stimulating and guiding their 
activities 

2. To have state committees continue in the 
formation of and interest in active committees 
on dental health. 

3. To have each state committee further its efforts 
to establish rapport with committees on dental 
health of its respective state societies. 

4. To initiate an in-service program on methods 
and techniques of dental health. 

Brief Résumé of Activities 

A letter was sent each committee member with 
an explanation of the duties and desired accom- 
plishments for the year 1954-1955. Subsequent letters 
followed at appropriate intervals to encourage and 
hasten action. 

A “Special Notice” was sent to local state as- 
sociations relative to the change from National 
Children’s Dental Health Day to National Chil- 
dren’s Dental Health Week, February 7-13, 1955. 
Request was made of the Bureau of Public In- 
formation, American Dental Association, that ma- 
terial for National Children’s Dental Health Week 
be made available to State Hygienists’ Association 
for distribution among member hygienists. 

Mimeographed copies of “Duties and Suggested 
Activities” for local Committees on Dental Health 
were sent to state associations to be used as a guide 
and to encourage activity. 

Directives were sent local state associations réla- 
tive to: 

1. In-Service Training Programs for Dental Hy- 

gienists. 

2. Resource File on Dental Health Education 
Literature and Materials. 

Congratulatory letters were sent Dr. R. H. Fried- 
rich on his recent appointment as Secretary, Council 
on Dental Health, American Dental Association and 
Mr. Perry Sandell to his newly appointed position 
as Director, Bureau of Dental Health Education, 
American Dental Association, together with an ex- 
pression of our desire for their continued co-opera- 
tion and guidance during the year. 

A letter of reply was received from Mr. Sandell, 
stating that he had met with Dr. Harold Hillen- 
brand, Secretary, American Dental Association and 
Dr. Friedrich, with regard to liaison with the 
American Dental Hygienists’ Association. All were 
of the opinion that the Committee on Dental 
Health, ADHA, could work more effectively with 
the Bureau of Dental Health Education, rather 


than the Council on Dental Health, ADA. Dr. 
Hillenbrand expressed the opinion that such a liai- 
son would be most desirable and helpful to the 
Bureau and perhaps to the American Dental Hy- 
gienists’ Association. 

Mr. Sandell suggested, that after consideration, 
the American Dental Hygienists’ Association may 
want to appoint an advisory committee to the 
Bureau and that this committee meet once a year, 
preferably during the annual session of the Ameri- 
can Dental Association. 

Mr. Sandell presented the following suggestions 
for consideration: 

1. It would be helpful to have your committee 
review our materials before they are ready for 
publication or prior to revising. 

2. Your committee might be able to suggest new 
types of educational materials that are needed. 

3. Your committee might be able to help us in 
publicizing our materials. 

4. It may be that the Bureau could assist you in 
materials that you produce. 

5. There may be a time when we would want 
to publish materials jointly. 

The interest shown by Mr. Sandell is most 
gratifying and the American Dental Hygienists’ 
Association is in agreement that a committee meet- 
ing should be planned during the annual meeting 
in the Fall, 1955, at which time it is hoped that a 
workable plan for this committee will be clearly 
outlined. 

During the year the American Dental Hygienists’ 
Association received numerous letters of request for 
dental health literature. Mimeographed resource 
lists were available and were mailed direct from the 
Central Office for a fee of 25¢. 


Comment, Discussion and Conclusion 


The change from the original National Chil- 
dren’s Dental Health Day to the new one week 
observance stimulated interest in our continuing 
and expanding dental health projects. 

Increasing interest in In-Service Programs was 
evidenced by the number of educational courses and 
workshops sponsored by state associations. 

Relative to the directive on Resource File on 
Dental Health Literature and Materials, to date, 
no new listings have been submitted. (Listings will 
be forwarded to central office when received.) 


Recommendations 


1. That state associations continue in the forma- 
tion of and interest in local Committees on 
Dental Health. 

2. That a bulletin be sent state associations early 
in the Fall of each year including a resume 
of activities and results of Committee on Den- 
tal Health for the preceding year. 

(Continued on page 165) 
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International Dental 


Congress, Rome, Italy, 
Sept. 7-14, 1957 


Arrangements have been made to allow 
members of the American Dental Hygien- 
ists’ Association to register at the forth- 
coming great world dental Congress next 
year as Associate Members. This will allow 
them access to all events of the Congress 
and chance to meet with people from many 
different countries prominent in the field 
of dental hygiene. It is probable that an 
organization will be formed from the start 
made at the London Meeting of 1952 with 
which our members may associate them- 
selves on a permanent basis. Further infor- 
mation on this may be obtained by writing 
Dr. Obed H. Moen, U.S.A., Section Secre- 
tary of Federation Dentaire Internationale, 
at 6 Main St., Watertown, Wisconsin. 

A special tour either before or after the 
meeting has been arranged. Full particulars 
may be obtained by writing Dr. C. W. Car- 
rick, Box 67, Oberlin, Ohio, Travel Con- 
sultant for the U.S.A. Section. 


INSURANCE REPORT 


(Continued from page 133) 


tion, it is hoped that many members will 
take advantage of this Plan to provide for 
the unforeseeable future. The successful 
continuing operation of the Plan will be 
dependent upon a high rate of member 
participation in it. 

The Plan operates under the supervision 
of the Insurance Committee of which Miss 
Betty Krippene of Fond du Lac, Wiscon- 
sin, is chairman. Detailed information may 
be secured by writing to ADHA Group 
Insurance Office, 825 North Jefferson 
Street, Milwaukee 2, Wisconsin. 


Bulletin from the 
Committee on Civil 
Service Upgrading 
of the Dental 
Hygienist 


“Active work has been started on the 
study of the standards for the classification 
of Dental Hygienist positions. We are now 
gathering detailed information with re- 
spect to the duties and responsibilities of 
Dental Hygienists in the various Federal 
departments and agencies.” 

From a letter to Margaret Swanson 
dated May 14, 1956, and signed by Harold 
H. Leich, Chief, Standards, Civil Service 
Commission, This is the first positive ac- 
tion by Civil Service since 1952. Here’s 
hoping! 

BEerRTHA Morcan, Chairman 


DENTAL HEALTH COMMITTEE 
REPORT 


(Continued from page 164) 


3. That the Committee on Dental Health con- 
tinue interest in the Resource File on Dental 
Health Education Literature and Materials. 

4. That continued interest be given In-Service 
Training Programs. 

5. That the following considerations be given 
the suggestion of Mr. Perry Sandell (“An Ad- 
visory Committee be appointed by the ADHA, 
to work with the Bureau of Dental Health 
Education, American Dental Association”). 

a. Said advisory committee to be made up 
of three or more member hygienists, perhaps 
a selected group from the Committee on 
Dental Health. 

b. Probable members should be qualified in 
the field of dental health education and 
represent varied phases of dental hygiene 
(public health, private practice, institution, 
instructors of dental health education, etc.). 

c. That Mr. Perry Sandell be notified early in 
the Fall of 1955 of the action taken by the 
Board of Trustees, ADHA, relative to the 
appointment of an advisory board to the 
Bureau of Dental Health Education, ADA. 

EpNA M. Brapsury, Chairman 
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CALCULUS 


(Continued from page 125) 


Reducing Calculus Formation,” J. Periodont., 
23:85-90, 1952. 

28. Aleece, A. A., and Forscher, B. K.: “Calculus 
Reduction with a Mucinase Dentifrice, J. 
Periodont., 25:122-125, 1954. 

29. Grossman, L. I.: “Clinical Evaluation of Salivary 
Calculus Preventive Agent,” Oral Surg., Oral 
Med. & Oral Path., 7:607-608, 1954. 

go. Goodman, L. S., and Gilman, A.:; The Pharma- 
cological Basis of Therapeutics, 2nd ed., Mac- 
millan Co., New York, 1955. 

31. Box, H. K.: “The Formation of Subgingival 
Calculus,” J. Canad., D. A., 8:415-426, 1942. 
32. Stones, H. H.: Oral and Dental Diseases, 3rd 

ed., E. & S., Livingstone London, 1954. 

33. Kusunoki, M.: “Studien ueber Zahnsteinbildung 
(II), quoted from Jensen, A. T., and Dano, M. 
(24). 


NEWS FROM THE SCHOOLS 
(Continued from page 141) 


the formal ceremonies were opened with a brief 
welcome by Dr. Dorothy Hard, director of our 
curriculum in Dental Hygiene. She introduced 
the guests and the guest speaker, Dr. Daryl Ostran- 
der, of Ann Arbor, a member of the School of 
Dentistry staff. Miss Victoria Tondrowski, director 
of the clinic, placed a cap on the head of each 
senior girl as her name was announced. Students 
and guests enjoyed the informal tea following 
the ceremony. 
Mary LEITA PIKE, President 


Nutrition and Health 


If a slogan were appropriate for “know-how” in 
the use of foods, it might be, “Eat smartly, be wise; 
better health, a worthy prize.” 

Evidence from developments in modern nutri- 
tional science demonstrates beyond any reasonable 
doubt that there is a direct relationship between 
good health and good food. There is in the libraries 
of the world a tremendous accumulation of facts 
constituting “know-how” about foods and nutrition. 

If nutrition is to influence health, the informa- 
tion in scientific journals must be brought into the 
kitchen and into the dining room. There must be 
clearer and more accurate teaching of the facts 
about foods and their relation to health. It isn’t 
enough to say, “This is the school’s business, let 
the teacher look after it.” Schools can help but by 
far the best opportunity to teach about eating is 
by the words and actions of parents in the home. 
We cannot expect children in schools to be particu- 
larly impressed by the best possible teaching about 
nutrition if parents scoff at or ignore the practical 


realities of the problem. 

Our emphasis should be on improved nutrition 
practice in the home, on a daily partaking of good 
food in the right amount and in the right propor- 
tions. Only in this way can we be certain that good 
nutrition plays its expected role. 

Our emphasis should include support of further 
research in nutrition and in food technology. 

Awareness of the extraordinary accomplishments 
of nutritional science in the immediate past and 
in the present is important, too. Optimism may and 
should be ours that nutritional health can be the 
reward if we strive mightily for it. “Eat smartly, be 
wise; better health, a worthy prize.” 

Wendell H. Griffith, Chairman 
Department of Physiological Chemistry 
School of Medicine 

University of California 


Reprint from “Current Research in the Science 
of Nutrition,” July, 1955. 


Dental Health Booklets Revised 


Completely revised editions of The Care of Chil- 
dren’s Teeth—Questions and Answers and Ortho- 
dontics—Questions and Answers have been an- 
nounced by the Bureau of Dental Health Education 
of the American Dental Association. They are avail- 


able from the Association’s Order Department, 222 
E. Superior St., Chicago 11, Ill., at no increase in the 
prices at which they are listed in the 1956 Catalog 
of the American Dental Association. Single copies 
may be obtained free of charge from the Bureau. 
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West Liberty Opens New Clinic” 


DR. 


SHAILER PETERSON 


Council on Dental Education 
American Dental Association 


I bring you greetings today from the Coun- 
cil on Dental Education for the tremendous 
advances that you people have made during 
the eighteen years that your school has been 
in operation. There are probably a few 
people in the audience who have actually 
followed the program of this institution, 
have watched it grow, and watched it de- 
velop. It is probable that every once in a 
while, some of you have even wondered 
whether the program was going to succeed 
in accomplishing the many things that it 
was attempting to do. 

I would like to say just a few words today 
of which I believe probably very few of you 
are aware. For example, your institution 
had become rather widely known even be- 
fore our accreditation program got started. 

As Miss Swanson has indicated to you in 
her address, it wasn’t very long ago that we 
were setting up our standards for accredit- 
ing dental hygiene programs throughout 
the United States. When we were engaged 
in this endeavor of setting up these require- 
ments, there were a number of arguments, 
and these were actually arguments more 
than they were discussions, to determine 
what should be required of a dental hy- 
giene program. Some of the heated discus- 


* Address given at opening of new clinic. 


sions, and they were extremely heated, fo- 
cused around the question as to whether all 
dental hygiene programs should be housed 
under the roof of a dental school. The 
members of the Council on Dental Edu- 
cation at that time fought very hard to sup- 
port the fact that a dental hygiene program 
need not be housed within the walls of a 
dental school. 

I think you will be interested to know 
that it was because the directors of your 
program and the president of your college 
here had done such an outstanding job at 
your college, and because your dental hy- 
giene program had become well known that 
actually we used your school as an example 
of what could be done even though a den- 
tal school was not on your same campus. 
So you see that you were used as sort of a 
model. 

Some of us actually had to stick our 
necks out quite a good deal, in order to 
try to get the other people to understand 
that it would not be sound educationally 
to have such a restrictive requirement. I 
think all of us realized that it probably is 
a little bit easier to develop a dental hy- 
giene program on the campus where there 
is a dental school. However, you people 
had actually accomplished this without the 
aid of big dental faculties and dental 
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A corner of the new dental hygiene clinic at West 
Liberty State College near Wheeling, W.Va. 
Eighteen complete units were installed during the 
1955-56 school year at a cost of around $30,000. 
Roxie M. Stitzer, director of the school since 
1940, is shown in the center of the picture. 


A student hygienist serves as receptionist in the waiting room at the West Liberty State College dental 


hygiene clinic. The office beyond, the diagnostic clinic, is used for the study of special cases. 
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schools, and therefore we did not think it 
was sound that all other schools starting 
up should necessarily have to be fathered 
by dental schools themselves. 

During the last couple of days that Dr. 
Laughlin and Miss Swanson and I have 
been on your campus, we visited with your 
faculty. We have been discussing some of 
the obligations and some of the responsi- 
bilities that the dental profession itself here 
in this locality have to your school. While 
it is extremely difficult to develop schools 
apart from all the facilities of a dental 
school, you have done it here. But you have 
done it because the men who are on your 
faculty, the professional men in the lo- 
cality, have all helped you succeed. 

Actually, as you develop and as you grow 
in this program, you have increased respon- 
sibilities. You have increased responsibil- 
ities—I am directing these remarks now 
to your practitioners in the city—because 
you must sell dental hygiene, not only to 
the people of the state, but we collectively 
have to sell dental hygiene to the whole 
nation. 

All of us realize that we cannot possibly 
train enough dentists to maintain the pres- 
ent ratio of dentists to the population. We 
are graduating now about 3,100 dental stu- 
dents every year. Out of that 3,100 about 
700 of them go into the armed forces, about 
1,600 of them actually take the place of 
dentist who die or retire every year, and 
it would appear, therefore, that the rest of 
them are a surplus that would help us 
maintain our ratio. They help, but it is not 
nearly enough because our population is 
increasing so rapidly. Actually, we would 
need another 1,600 graduating dental stu- 
dents every year to maintain our ratio and 
to keep it up. Therefore, the next best 
thing that we can do is to increase the effec- 


tiveness of the dental care in our offices by 
using the hands of additional people—our 
auxiliary aids—and that is where the dental 
hygienist, the dental assistant, and the den- 
tal laboratory technician come into the 
picture. 

Therefore, you gi:ls who are graduating 
and who will be graduating in another year 
should be charged with still another re- 
sponsibility, and that is that when you 
create your local and your state societies 
for dental hygienists, just as the dental as- 
sistants create their societies, you should 
make a mark for yourself and make your- 
self indispensable among the dentists of 
the state in their society work. Only by 
working together collectively; only by or- 
ganizing cooperative endeavors; only by 
training one another—because that is ac- 
tually what you are doing—can dentistry as 
a profession hold its head high and be 
maintained as a profession. 

In other words, its’ good for all of us to 
cooperate; it’s good for all of us to under- 
stand one another’s problems. Many stud- 
ies have been made indicating how you 
people as auxiliary aids increase the effec- 
tiveness of the men you work for. 

So therefore I would like to appeal to 
both the graduates and to the students to 
help do a better and bigger public rela- 
tions job for dentistry as you get out into 
service. I would like to appeal to the den- 
tists to work more closely with their school, 
give it support, and help educate the re- 
maining dentists in the state as to the im- 
portance of having a school of dental hy- 
giene here on your campus. 

It has been a pleasure being with you. 
I have great admiration for your director 
and for your president. Best wishes for 
continued success. 
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Nutrition and Dental Health 


Recent research adds new emphasis to the 
importance of a well balanced diet as a protec- 
tion against dental caries. A large-scale and 
intensive study conducted at Vipeholm, 
Sweden, from 1946 to the present time, has 
given data bearing on the effects of refined car- 
bohydrates in human diets, A report of observ- 
ations made on more than 400 subjects during 
the years 1946 to 1951 is reviewed in the cur- 
rent issue of Nutrition Reviews. 

The main purpose of the Vipeholm dental 
investigation was to determine whether there 
was a correlation between sugar intake and 
dental decay. The investigators were also inter- 
ested in knowing whether or not the form in 
which the sugar was fed would be a determin- 
ing factor in the alteration of the caries inci- 
dence and to what extent individual suscepti- 
bility to caries would restrict or determine the 
influence of carbohydrates added to the diet. 

They observed caries activity under con- 
trolled conditions when sugar was added to 
meals or given between meals in forms with 
little tendency to be retained in the mouth, and 
when sugar was given between meals in forms 
which would have a strong tendency to be 
retained in the mouth, as in certain sticky 
forms of candy. In general, it was found that 
the sugar had little effect on dental caries when 
fed in a form which cleared the mouth rather 
quickly. 

The first step in this experiment was to de- 
termine the total incidence of tooth decay 
during the lifetime of each subject. This inci- 
dence was found to vary tremendously with the 
individual. 

The subjects were then maintained for about 
nine months on a good diet made up of typical 
Swedish foods with no attempt to reduce the 
carbohydrate content. Eating between meals 
was strictly prohibited. Regardless of indi- 
vidual susceptibility to caries, there was a re- 
markably low incidence of decay during this 
period. 

One group was continued on this diet with 
sufficient margarine added to equal in calories 
the sugar and candy supplements given to the 
other six groups studied. 

From these studies it was concluded that al- 
though the addition of sugar-containing bread 
and sugar solutions to the diet does not cause a 


marked increase in caries activity, the chance of 
increasing the incidence of tooth decay is great- 
est when the sugar is added to the diet in a 
form that tends to be retained in the mouth, 
for example, as caramels and toffee. 

An important observation in these studies 
was that return to a normal diet resulted in a 
lowered development of caries, typical of each 
individual as observed during the control 
period of nine months. This indicated that the 
innate caries-susceptibility of the individuals 
had not been changed. 

Thus the Vipeholm data emphasize the im- 
portance of a complete, balanced diet and point 
with vigor to the importance of the physical 
form in which sugar is ingested. These observa- 
tions also corroborate animal studies in the 
finding that there is individual variation in 
susceptibility to caries. Likewise, dietary studies 
during tooth development strongly indicate 
that the caries-susceptibility of a tooth is to a 
large extent established during its formation, 
thus emphasizing the importance of a good diet 
during pregnancy and early childhood. 

There are indications that in the last twenty 
years the incidence of tooth decay has con- 
tinued to mount in the United States. Accord- 
ing to records of business income, a total of 
$1,600,000,000 was spent during the year end- 
ing July 1, 1953, in the United States for 
dental care. This figure represents a greater 
financial outlay by the American nation for 
dental care than for any other medical specialty. 

There is a widespread belief among mem- 
bers of the dental profession around the world 
that the increasing incidence of dental caries 
is closely correlated with the advance of civil- 
ization and with the food pattern of civilized 
races. As part of this line of reasoning, carbo- 
hydrates, and particularly sugars, have been 
widely incriminated as the principal causes of 
tooth decay. In establishing that it is the com- 
plete diet which is most important, rather than 
specific foodstuff, as a protection against tooth 
decay, this study places the responsibility for 
dental health with each individual and his 
ability to select a well balanced, favorable diet. 
Additional protection of the public is impor- 
tant, however, in such practices as fluoridation 
of water supplies and furnishing Vitamin D 
in milk, 
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President-Elect in The News 


Mrs. March Fong, President-Elect, ADHA, is a 
newly-elected member of the Alameda County 
Board of Education, winning with 80,000 votes. 
Her successful foray into politics adds a new avo- 
cation to an already busy schedule. In addition to 
Association activities, she is interested in develop- 
ing audio-visual aids for use in teaching dental 
health. 


Hygienists Initiate Pilot 
Aptitude Testing Program 


Some 1,500 students from 29 of the 33 dental 
hygiene schools took a battery of aptitude tests 
in May as part of an experimental program being 
conducted by the American Dental Hygienists’ 
Association with the guidance of the American 
Dental Association’s Council on Dental Education. 

Purpose of the pilot program is to determine 
whether a nationwide aptitude testing program 
for applicants to dental hygiene schools is feasible 


or needed by the schools. Another series of tests 
will be given in the fall. 


Dental Health Pamphlet 
Published as Teacher Aid 


Teaching Dental Health, a colorful and easy-to- 
read booklet, is among the first three booklets in a 
series being published for teachers by the American 
Association for Health, Physical Education and Rec- 
reation. The dental health pamphlet was written by 
Perry Sandell, director of the American Dental Asso- 
ciations Bureau of Dental Health Education. 

Divided into three parts, the booklet tells what 
teachers should know about dental health, how to 
teach dental health in grades one to six and where 
to find further resource material. 

The booklet may be obtained from the American 
Dental Association’s Order Department at the fol- 
lowing prices: single copy, 75 cents; two to nine 
copies, 65 cents; ten copies, $6; 25 copies, $14; 
50 copies, $26; 100 copies, $47. 

Others in the series are Outdoor Education and 
Classroom Activities. 


CLASSIFIED ADVERTISING 


FACULTY OPENING 


Bachelor’s Degree required. Write: Depart- 
ment of Dental Hygiene, University of 
Washington, Seattle, Washington. 


CANADA—Dental Hygienist required for 
full time Pedodontic practice in Vancouver, 
B.C., 150 miles north of Seattle, Washing- 
ton. Please write stating age, experience and 
salary desired to Dr. G. M. Jinks, 3195 Gran- 
ville Street, Vancouver, B.C. 


DENTAL HYGIENIST. $414-496. 30 miles 
from San Francisco. Requires California li- 
cense. Contact Contra Costa County Civil 
Service, Box 710, Martinez, California. 


PROTECTION 
FOR YOU, 


Crescent 


@ Permanently 
Mounted 

@ Assures Safety 
for Patient 

@ Won't Come 

Loose 


DENTAL MFG. CO. 


(yescent 


1839 S. Pulaski Road 
Chicago 23, Illinois 
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Strides 
of 
Science 


Antiquated superstitions on dental therapy have 
yielded in this modern age to scientifically au- 
thenticated treatment—as with Poloris Poultice, 
formulated according to the sound principle of 
inducing analgesia by stimulating hyperemia. 


In Poloris Poultice, the counterirritant action 
of capsicum relieves congestion, and thus alle- 
viates pain while promoting tissue repair. 
Prompt relief is further assured by the quick- 


Folklore dentistry recom- acting topical anesthetic, benzocaine. 
mended eating the head of a 


spiny-back eel, or 08 ro ate Successfully employed for direct local action to 
ries,as asure curefortoothache, 
tice is free from the dangers often encountered 
with systemic depressant drugs. 


Poloris Company, Inc., Jersey City 2, N. J. 


POLORIS 


—for effective pain relief, with reparative stimulation, in 
emergency pain, pericementitis, dental abscess, erupting third 
molar, root canal therapy. gum irritation, and dental neuralgia. 
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IMPORTANT 
REASONS 


Literally thousands of dentists have written 
us attesting the merits and effectiveness of 
STIM-U-DENTS and indicating their many 


1 FOR BLEEDING GUMS 


2 FOR SOFT, SPONGY 
GUMS 

3 FOR RECEDING GUMS 

4 THE TREATMENT OF 
VINCENT’S INFECTION 
AND OTHER GUM 
PATHOSIS 

5 AFTER PROPHYLAXIS 


6 EXCESSIVE CALCULUS 
ACCUMULATION 


7 CLEANING TRAUMITIZED AREAS 
8 CLEANING AROUND BRIDGES 


9 EFFECTIVELY USED WITH ORTHODONTIC APPLIANCES 
10 REVEAL CAVITIES AND LOOSE FILLINGS 
Employed with excellent results as an aid to prevention and 
treatment of PYORRHEA and GINGIVITIS 


Safe e Sanitary e Effective. e Convenient 


Ask For FREE SAMPLES for Patient Distribution. 


STIM-U-DENTS 


FINISH WHAT THE TOOTHBRUSH LEAVES UNDONE 


STIM-U-DENTS, INC., 14035 Woodrow Wilson Ave., Detroit 38, Mich. 
[[] Send FREE SAMPLES for patient distribution. Hyg. 7-56 


Please enclose your Professional Card or Letterhead 
Address 


City Zone State. 
NOW AVAILABLE: Our new Professional Courtesy Package contains STIM-U-DENTS 


wrapped in bactericidal tissue tubes. If you desire, enclose $1.00 for 200 tubes or $4.00 
for 1000 tubes. 


specific uses. 


The tip developed as the ideal 


for stimulation of interproximal spaces 


Two years of research and extensive investigation went into the 
development of Py-co-tip. The high quality rubber is finely bal- 
anced for flexibility and stiffness to stimulate blood flow in 
the gingival areas. Py-co-tip is preferred by more dentists than 


any other brush-affixed stimulator. 


THESE FEATURES MAKE PY-CO-PAY WIDELY ACCEPTED 
Straight, rigid design 


Small, compact head 


Proper tuft spacing 


> 
Bristles uniformly trimmed 
> 
> 


Scientifically designed tip 


SPy-co-pay TOOTHBRUSH wih PY-CO-TIP 


Recommended by more dentists thar any other toothbrush 


Pycopé, Inc., Jersey City 2, N. J. 


j 
i 
or e er rop y axis 
| 
| 
») 
| | 
i 
fr) 
For effective cl i 
eansing, massage and stimulation, prescribe 


When you specify tooth shades... 


stands for ianee 


bril’liance, 1. bril’yans, 2. bril’yanc, 
n. —— or glowing with lustre 
or light; shining brightly; very 
bright, the quality of being brilliant; 
as the brilliance of a diamond. 


also stands for - 


... and you'll find there’s a quality of natural sparkle and 
brilliance in Trubyte Bioform which compares most favorably 
with the finest natural teeth at the peak of health and vitality. 


The Trubyte Bioform Shade Guide is your key to the most 
natural appearing shades in artificial teeth . . . a complete 
range of shades for every age and complexion. Start speci- 
fying “B For Bioform” today, and you'll note immediately 
the improved esthetic appearance of your complete and 
partial denture cases. 


TAAAANAAA 


THE FIRST VACUUM FIRED PORCELAIN TEETH = 
ASK YOUR TRUBYTE DEALER to show you the “10 Features of : 


Trubyte Bioform Color Superiority” a 
York, Pennsylvania 
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